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SECTION 1 INTRODUCTION 


1 .1 General Description 

The WD1001 is a stand-alone, general purpose 
Winchester Controller board with error correction 
(ECC) capabilities. It is designed to interface up to 
four Winchester disk drives to a host processor. 
There are two versions of the board, the WD1001- 
55/85 and the WD1001 -05. The WD1001 -55/85 is a 
full featured version that is the same size as the 
original WD1000. This version can operate 8"drives 
(-85) or 5-1/4" drives (-55). The WD1001-05 is a 
smaller version of the board that can be mounted 
directly to most 5-1/4" drives. 

The drive signals are based upon the floppy look- 
alike interface available on the Shugart Associates’ 
SA1000, the Seagate Technology ST506, and other 
compatible drives. All necessary buffers and receivers/ 
drivers are included on the board to allow direct 
connection to the drive. Four 20 pin radial connectors 
are provided for data. Either a 34 pin (5 -1/4"drive) or 
a 50 pin (8" drive) connector is provided for drive 
control. 

Communications to and from the host computer are 
made via a separate computer access port. This port 
consists mainly of an 8 bit bi-directional bus and 
appropriate control signals. All data to be written to or 
read from the disk, status information, and macro 
commands are transferred via this 8 bit bus. An on 
board sector buffer allows data transfers to the host 
computer independent of the actual data transfer 
rate of the drive. 

The WD1001 is based upon a proprietary chip set 
called the WD1100, specifically designed for Win- 
chester Control. 

1.2 Features 

* Single 5V Supply 

* Built-in Data Separator 

* Built-in Write Precompensation logic 

* Data rates up to 5 Mbits/sec 

* Control for up to 4 drives 

* Control for up to 8 R/W heads 

* 1024 cylinder addressing range 

* 256 sector addressing range 

* CRC generation/verification 

* Automatic formatting 

* 128, 256, or 512 bytes per sector (User selectable) 

* Unlimited sector interleave capability 

* Multiple sector reads and writes 
" Overlap seek capability 


* Implied seek on all commands 

* Automatic retries on all errors 

* Automatic restore and re -seek on seek error 

* Error correction on data field errors 

* Diagnostic reads and writes for checking error 
correction 

* 8 Bit Host Interface 


1 .3 Specifications 

Encoding method; 

MFM 

Cylinders per Head: 

Up to 1024 

Sectors per Track: 

Up to 256 (512 byte sec) 

Heads: 

8 

Drive Selects: 

4 

Step rate: 

35 uS to 7.5 mS 

Data Transfer Rate: 

(0.5 mS increments) 

4.34 Mbits/sec (SA1000) 

Write Precomp Time: 

5.000 Mbits/sec (ST506) 

12 nanoseconds 

CRC Polynomial: 

X16+X12+X5-^1 

ECC Polynomial: 

X32+X28-t-X26+Xl9+Xl7+ X10+ 

Reciprocal ECC 

X6+X2+1 

X32+X30+X26+X22+X15+ X13+ 

Polynomial: 

X6-I-X4-1-1 

Miscorrection 

256 byte sector- <8.0 E-6 

Probability: 

512 byte sector- <1.5 E-5 

Non -detection 
Probability 

-2.3 E-10 

Correction Span: 

5 bits 

Sectoring: 

Soft 

Host Interface: 

8 Bit bi-directional Bus 

Drive Capability: 

10 LS Loads 

Drive Cable Length: 

10 ft. (3 M) max. 

Host Cable Length: 

3 ft. (1 M) max. 

Power Requirements: 

+5V +- 5 %, 3.0A Max 

Ambient Operating 
Temperature: 

(2.5A typ.) 

OCto 50C(32 F to 122 F) 

Relative Humidity: 

20% to 80% 

MTBF; 

10,000 POH 

MTTR: 

30 minutes 

Length (-55/85): 

9.9 in. (24.9 cm) 

Length (-05): 

8.5 in. (21.6 cm) 

Width (-55/85): 

6.8 in. (17.1 cm) 

Width (-05): 

5.75 in. (14.6 cm) 

Height (All): 

0.75 in. (1.9 cm) 

Mounting Centers 

6.375 X 9.375 in. 

(-55/85): 

(16 X 23.6 cm) 

Drive Mount Centers 
(-05): 

3.12 in. (7.9 cm) 
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1.4 Simplified System Block Diagram 
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SECTION 2 INTERFACE CONNECTORS 


2.1 Organization 

The WD1001 has seven on board connectors. These 
connectors consist of a power connector, a host 
interface connector, a drive control connector, and 
four high speed data connectors. 

The drive control cable is daisy-chained to each of 
the four drives. Although there are places on the 
board for two drive control connectors, only one 
would normally be installed for any particular con- 
figuration. 

The drive data connectors carry differential signals 
and are radially connected. Up to four drives can be 
accommodated by the WD1001. 

The host interface connector provides interface sig- 
nals that are compatible with most microprocessors 
and many mini -computers with very little interfacing 
effort. 

2.2 Host Interface Signals 

The Host Interface connector(J5) consists of an eight 
bit bi-directional bus, three bit address bus, and 
seven control lines. All commands, status, and data 
are transferred over this bus. The control signals are 
as follows: 

2.2.1 DALO-DAL7 

8 bit bi-directional Data Access Lines. These lines 
remain in a high -impedance state whenever the CS- 
line is inactive. 

2.2.2 CS- 

When Card Select- is active along with RE- or WE-, 
Data is read or written via the DAL bus. CS- must 
make a transition for each byte read from or written to 
the task file. 

2.2.3 WE- 

When Write Enable- is active along with CS- , the host 
may write data to a selected register of the WD1001. 

2.2.4 RE- 

When Read Enable- is active along with CS-, the 
host may read data from a selected register of the 
WD1001. 

2.2.5 A2-AO 

These three Address lines are used to select one of 
eight registers in the Task File. They must remain 
stable during all read and write operations. 


2.2.6 WAIT- 

Upon receipt of a CS - , the WAIT- line may go active. It 
returns to the inactive state when the DAL lines are 
valid on a read, or data has been accepted on a write. 
The function of this line should not be confused with 
the BUSY bit in the status register.The WAIT- signal is 
intended only as a bus synchronization mechanism. 
This signal is not an optional signal. 

2.2.7 INTRQ 

The INTerrupt ReQuest Line is activated whenever a 
command has been completed. It is reset to the 
inactive state when the Status Register is read, or a 
new command is loaded via the DAL lines. INTRQ 
can also reset by accessing the Sector Number 
register. 

2.2.8 DRQ 

The Data ReQuest line is activated whenever the 
sector buffer contains data to be read by the host, or 
is awaiting data to be loaded by the host. This line is 
reset whenever the Data register is read from or 
written to. The DRQ line will continue to toggle until 
the buffer is exhausted or until a write or read is 
performed on the Cylinder Low register. 

2.2.9 MR- 

The Master Reset line initializes all internal logic on 
the WD1001. In order to insure a complete reset, this 
line must be asserted for at least luS. The Sector 
Number, Cylinder Number and SDH registers are 
cleared, stepping rate is set to 7.5 mS, Write Precomp 
is set to cylinder 1 28, and Sector Count is set to 1 . The 
DRQ and INTRQ lines are reset. 

2.2.10 GND 

Ail even numbered pins on this connector are to be 
used as signal grounds. Power grounds are available 
on J6, pin 1 of the -55/85 and on pins 2 and 3 of the - 
05. 

2.2.11 -L5V 

Eight power pins for regulated -F5 volts on the -55/85 
only. This power input is also available on J6, pin 3 of 
the -55/85 and pin 4 of the -05. 

2.2.12 Host Interface Connector 

The Host Interface connector (J5) for the -55/85 is a 
50 pin card edge connector on tenth -inch centers 
that mates with Burndy #FRE50B-3. The Host Inter- 
face connector for the -05 is a 40 pin vertical header 
that mates with a Burndy #FRS40BS. The cable 
used should be flat ribbon cable or twisted pair with a 
length of less than three feet. The connector pin -outs 
are as follows: 
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Signal Ground 

Signal Pin 

Signal Name 

2 

1 

DALO 

4 

3 

DALI 

6 

5 

DAL2 

8 

7 

DAL3 

10 

9 

DAL4 

12 

11 

DAL5 

14 

13 

DAL6 

16 

15 

DAL7 

18 

17 

AO 

20 

19 

A1 

22 

21 

AZ 

24 

23 

CS- 

26 

25 

WE- 

28 

27 

RE- 

30 

29 

WAIT- 

32 

31 

Not Connected 

34 

33 

Not Connected 

36 

35 

INTRQ 

38 

37 

DRQ 

40 

39 

MR- 


41 

Not Connected* 


42 

Not Connected* 


43-50 

-L5V* 


* WD1001-55 and 85 only 


2.3 Drive Control Signals 

The Drive Control connector (J 7 and J8 on -55/85, J 7 
on -05) is a (relatively) low speed bus that is daisy 
chain connected to each of up to four drives in the 
system. To properly terminate each TTL level output 
signal from the WD1001, the last drive in the daisy 
chain should have a 220/330 ohm line termination 
resistor pack installed. All other drives should have 
no termination. Drive Control Signals are as follows: 

2.3.1 RWC- 

When the Reduce Write Current line is activated with 
Write Gate, a lower write current is used to compensate 
for greater bit packing density on the inner cylinders. 
The RWC- line is activated when the cylinder number 
is greater than or equal to four times the contents of 
the Write Precomp Register. 

2.3.2 Write Gate- 

This output signal allows data to be written to the 
disk. 

2.3.3 Seek Complete- 

Informs the WD1001 that the head of the selected 
drive has reached the desired cylinder and has 
stabilized. Seek Complete is not checked after a 
SEEK command, thus allowing overlapped seeks. 


2.3.4 Track 000- 

Indicates that the R/W heads are positioned on the 
outermost cylinder. This line is sampled immediately 
before each step is issued. 

2.3.5 Write Fault- 

Informs the WD1001 that some fault has occurred on 
the selected drive. The WD1001 will not execute 
commands when this signal is true. 

2.3.6 HS0-HS2- 

Head Select lines are used by the WD1 001 to select a 
specific R/W head on the selected drive. 

2.3.7 Sector- 

For hard sectored drives, this line is used to indicate 
the sector boundaries during formatting. Note that 
this line is not used unless special PROMs are 
installed to handle hard sectored drives. 

2.3.8 Index- 

Is used to indicate the index pointfor synchronization 
during formatting and as a time out mechanism for 
retries. This signal should pulse once each rotation 
of the disk. 

2.3.9 Ready- 

Informs the WD1 001 that the desired drive is selected 
and that its motor is up to speed. The WD1 001 will not 
execute commands unless this line is true. 

2.3.10 Step- 

This line is pulsed once for each cylinder to be 
stepped. The direction of the step will be determined 
by the Direction In- line. The step pulse period is 
determined by the internal stepping rate register 
during implied seek operations or explicitly during 
Seek and Restore commands. During auto restore, 
the step pulse period is determined by the Seek 
Complete- time from the drive. 

2.3.11 Direction In- 

Determines the direction of motion of the R/W head 
when the step line is pulsed. A high on this line 
defines the direction as out and a low defines 
direction as in. 

2.3.12 DS1-DS4- 

These four Drive Select lines are used to select one of 
four possible drives. 
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2.3.12 Control Driver/Receiver 

The control lines have the following electrical speci- 
fications: 

True= 0.0 V to 0.4 V at li^ = 40 ma.(max) 

False= 2.5 V to 5.25 V at 1^ = - 0 ma.(open) 


♦ 5 V 



2.3.14 50 Pin Drive Control Connector 

This Drive Control connector (J8 on -85 only) is a 50 
pin vertical header on tenth -Inch centers that mates 
with Burndy #FRS50BS. The cable used should be 
flat ribbon cable or twisted pair with a length of less 
than 10 feet. The cable pin-outs are as follows: 


Signal Ground 

Signal Pin 

I/O 

Signal Name 

1 

2 

0 

RWC- 

3 

4 

0 

Flead Select 2- 

5 

6 


NC 

7 

8 

1 

Seek Complete- 

9 

10 


NC 

11 

12 


NC 

13 

14 

0 

Flead Select 0- 

15 

16 

1 

Sector- 

17 

18 

0 

Flead Select 1- 

19 

20 

1 

Index- 

21 

22 

1 

Ready- 

23 

24 


NC 

25 

26 

0 

Drive Select 1 - 

27 

28 

0 

Drive Select 2- 

29 

30 

0 

Drive Select 3- 

31 

32 

0 

Drive Select 4- 

33 

34 

0 

Direction In- 

35 

36 

0 

Step- 

37 

38 


NC 

39 

40 

0 

Write Gate- 

41 

42 

1 

TROOO- 

43 

44 

1 

Write Fault- 

45 

46 


NC 

47 

48 


NC 

49 

50 


NC 


2.3.15 34 Pin Drive Control Connector 

This Drive Control connector (J7 on -55 and -05) is a 
34 pin vertical header on tenth -inch centers that 
mates with Burndy #FRS34BS. The cable used 
should be flat ribbon cable or twisted pair with a 
length of less than 1 0 feet . The cable pin -outs are as 
follows: 


Signal Ground 

Signal Pin 

I/O 

Signal Name 

1 

2 

0 

RWC- 

3 

4 

0 

Flead Select 2- 

5 

6 

0 

Write Gate- 

7 

8 

1 

Seek Complete- 

9 

10 

1 

TROOO- 

11 

12 

1 

Write Fault- 

13 

14 

0 

Flead Select 0- 

15 

16 

1 

Sector- 

17 

18 

0 

Flead Select 1- 

19 

20 

1 

Index- 

21 

22 

1 

Ready- 

23 

24 

0 

Step- 

25 

26 

0 

Drive Select 1 - 

27 

28 

0 

Drive Select 2- 

29 

30 

0 

Drive Select 3- 

31 

32 

0 

Drive Select 4- 

33 

34 

0 



Direction In- 


2.4 Drive Data Signals 

The Drive Data connectors carry the high speed 
differential MFM data between the drive and the 
WD1001. Due to the loading characteristics of these 
differential lines, each of the drives have their own 
data connector. Drive Data Signals are as follows: 

2.4.1 Drive Selected- 

This signal is not used on the WD1001. 

2.4.2 Timing Clock+ 

One half of the differential Timing Clock signal. This 
line contains a square wave signal equal to 1/64 the 
frequency of the write clock crystal. (-55 and -85 
only) 

2.4.3 Timing Clock- 

This is the complementry version of Timing Clock+. 
(-55 and -85 only) 

2.4.5 MFM Write Data+- 

Differential MFM data from the controller to the disk. 

2.4.5 MFM Read Data-k- 

Differential MFM data from the disk to the controller. 
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2.4.6 Drive Data Connectors 

Four Data connectors (J1-4) are provided for clock 
signals and data between the WD1001 and each 
drive. All lines associated with the transfer of data 
between the drive and the WD1001 system are 
differential in nature and may not be multiplexed. The 
Data connectors are 20 pin vertical headers on 
tenth-inch centers that mate with Burndy #FRS20BS. 
The cable used should be flat ribbon cable or twisted 
pair with a length of less than 10 feet. The cable pin- 
outs are as follows; 


Signal Ground 

Signal Pin 

I/O 

Signal Name 

2 

1 

1 

Drive Selected 

4 

3 


NO 

6 

5 


Write Protect- 

8 

7 


NO 


9 

01 

Timing Clock-1- * 


10 

0 

Timing Clock- * 

11 



GND 

12 



GND 


13 

0 

MFM Write Data-f 


14 

0 

MFM Write Data- 

15 



GND 

16 



GND 


17 

1 

MFM Read Data-I- 


18 

1 

MFM Read Data- 

19 



GND 

20 



GND 


* -55 and -85 only 


2.4.7 Differential Data Driver/Receiver 


WILL INTERFACE 



FLAT RIBBON OR TWISTED PAIR 
MAX 10 FT. 


HIGH 

TRUE 


2.5 Power Connector 

A three pin connector (J6) is provided for power input 
to the -85 and -55 board. The customer supplied 
mating connector housing is Molex03-09-1032.The 
pin-outs are as follows: 


Pin 

Signal Name 

1 

Ground 

2 

Open * 

3 

-F5 V regulated 


* This pin was ground on the REV B and below 
WD1000 (Non-ECC predecessor of the WD1001) 
and -V (-7 to -1 5) on Rev. C through G. 


A four pin connector (J6) is provided for power input 
to the -05 board. The customer supplied mating 
connector housing is Amp 1-480424. The pin-outs 
are as follows: 


Pin 

Signal Name 

1 

No Connection 

2 

Ground 

3 

Ground 

4 

-F5 V regulated 
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SECTION 3 INTERFACE TIMING 

3.1 Host Interface Timing 

3.1 .1 Host Read Timing 


Symboi 

Characteristic 

Min 

Max Units 

;re 

WA 

RST 

DV 

DH 

WT 

HLD 

SET 

^XFER 

RE active from AO-2, CS- 

0 

nS 

WAIT- active from CS- 


100 nS 

INTRQ, DRQ reset from RE- 


100 nS 

Data valid before WAIT- inactive 

10 

nS 

Hold Time Data from RE- inactive 


20 nS 

WAIT- active period 

0 

6 uS 

Hold time AO-2, CS- from RE- 

0 

nS 

WAIT- inactive to DRQ 


750 nS 

Transfer time per byte 

1.75 

uS 







3.1 .2 Host Write Timing 


Symbol 

Characteristic 

Min 

Max 

Units 

JWE 

WA 

RST 

DS 

HD 

WT 

HLD 

^XFER 

WE - active from AO -2, CS- 

0 


nS 

WAIT- active from CS- 


lOO 

nS 

INTRQ, DRQ reset from WE- 


100 

nS 

Data valid delay from WE- 


100 

nS 

Data Hold from WE- 

20 


nS 

Wait active period 

0 

6 

uS 

Hold time AO-2, CS- from WE- 
Transfer time per byte 

0 

1.75 


uS 






3.2 Drive Control Timing 


Symbol 

Characteristic 

Min 

Max 

Units 

JWG 

DS 

SW 

SP 

SS 

^SC 

Write gate pulse width 

1 sector 

2 rotation 


Direction to step delay 

250 


nS 

Step pulse width 

5 (typical) 


uS 

Programmed Step pulse period 

.035 

7.5 

mS 

Step to Seek Complete false 


30 

uS 

Last Step to Seek Complete 


128 

Index 

times 


Notes: 

1. Write gate pulse width will vary depending on the sector size and the rotation rate of the disk. 

2. Step pulse period will be equal to seek complete time during auto restore. 
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3.3 Drive data timing 



Max 


Units 


/16 (typical) 

120 nS 

nS 







SECTION 4 HOST INTERFACING 


The WD1001 is designed to easily interface to most 
micro-computers and many mini -computers. All inter- 
facing is done through the Host Interface Connector 
(J5). The interface is very similar to Western Digital’s 
family of LSI peripheral chips. There’s only one 
exception; the inclusion of a WAIT line. 

4.1 Waits 

The WAIT- control line goes true whenever either of 
the following are true: 

O The WD1001 is accessing data internally to send 
to the host during a read operation. 

O The WD1001 has not accepted the data from the 
host during a write operation. 

The definition of the WAIT- line is very similar to the 
WAIT signal found on many Intel and Zilog products. 
WAIT- is also similar to the REPLY signal on Western 
Digital and DEC processors. 

Wait will not necessarily make a transition for each 
accesstothe WD1 001. When the WD1 001 can return 
the requested data within 1 00 nS, there will not be any 
transition of the WAIT- line. This should be interpreted 
as an instant REPLY on Western Digital Processors. 

If the WD1001 cannot return the requested data 
within 100 nS, it will assert its WAIT- line. The period of 
the WAIT- signal will vary from 750 nS to 6 uS, with 
1.25 uS being about average. The period of WAIT- 


only approaches 6 uS during a read or write which 
happens immediately after a command is written to 
the command register. This means that longer waits 
may be encountered during the first read or write to 
any WD1001 register if that first read or write happens 
within approximately 6 uS of a command being 
issued. 

During the time that WAIT- is asserted, the host 
system must hold all of its strobe and address lines 
stable. On write operations, the DAL lines must also 
be held stable. 

Do not confuse the function of WAIT- with the B usy bit 
of the Status register. The Busy bit is a status 
indicating that the WD1001 is communicating with 
the disk and WAIT- is a bus synchronization signal. 

4.2 Host interfacing example 

The example below illustrates the absolute minimum 
of hardware required to interface to a small 8085 
microcomputer system. In this example, we are not 
using buffers or completely decoding the I/O. In a 
real system, the user would probably want to com- 
pletely decode the I/O to minimize the amount of I/O 
or memory space required to interface the WD1001 . If 
the interface cable length is kept to a few inches, it is 
often permissible to interface it directly to a micro- 
computer’s buffered bus. 
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SECTION 5 TASK FILE 

5.1 Task File Basics 

The WD1001 performs all disk functions through a 
set of registers called the Task File. These registers 
are loaded with parameters such as Sector Number, 
Cylinder Number, etc., prior to issuing a command. 
Individual registers are selected via AO-2 . The follow- 
ing registers are available: 


5.2 Register Array 


cs- 

A2 

A1 

AO 

RE- 

WE- 

1 

' X 

X 

X 

Deselected 

Deselected 

0 

0 

0 

0 

Data Register 

Data Register 

0 

0 

0 

1 

Error Register 

Write Precomp 

0 

0 

1 

0 

Sector Count 

Sector Count 

0 

0 

1 

1 

Sector Number 

Sector Number 

0 

1 

0 

0 

Cylinder Low 

Cylinder Low 

0 

1 

0 

1 

Cylinder High 

Cylinder High 

0 

1 

1 

0 

Size/Drive/Head 

Size/Drive/Head 

0 

1 

1 

1 

Status Register 

Command Register 


5.3 Register Definitions 

5.3.1 Command Register 

All commands are loaded into this register after the 
task registers have been set. Writing to this register 
will cause the INTRQ Line to be reset. The Command 
register is a write-only register. 

5.32 Status Register 

After execution of a command, the Status register is 
internally loaded with status information pertaining to 
the command executed. The host must read this 
register to determine successful execution of the 
command. The Status register is a read-only register; 
it cannot be written to by the host. If the busy bit is set, 
no other bits in this register are valid. Accessing this 
register will cause the INTRQ line to be reset. 

5.3.3 SDH Register 

This register contains the ECC mode, sector Size, 
Drive select, and Head select bits. The SDH register 
is a read/write register organized as follows: 
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5.3.4 Cylinder Number 

These two read/write registers form the cylinder 
number where the head is to be positioned on a 
Seek, Read, Write, or Format command. Internally, a 
separate set of cylinder register values are maintained 
for each drive. The two least significant bits of the 
Cylinder High register form the most significant bits 
of the cylinder number as illustrated below: 



This register is loaded with the desired sector number 
prior to a Read or Write command. The Sector 
Number register is a read/write register and may be 
read or written to by the host. 

5.3.6 Sector Count 

This read/write register is loaded with the number of 
sectors to be processed. On Read or Write multiple 
commands, the number of sectors to be transferred 
is loaded into this register. During a Format command, 
this register is loaded with the number of sectors to 
be formatted. During the course of a command, the 
Sector Count register is decremented towards zero 
and should be re-loaded for each command. 

5.3.7 Error Register 

This register contains specific fault information per- 
taining to the last command executed. This register is 
valid only if the Error bit in the Status register is set. 
The Error register is read only. 

5.3.8 Write Precomp 

The Write Precompensation register holds the cylinder 
number where the RWC line will be asserted and 
Write Precompensation logic is to be turned on. This 
write-only register is loaded with the cylinder number 
divided-by-4 to achieve a range of 1024 cylinders. 
For example, if write precompensation is desired for 
cylinder 128 (80 Hex) and higher, this register must 
be loaded with 32 (20 Hex). The Write Precompensa- 
tion delay is fixed at 12 nanoseconds from nominal. 
On drives that require separate write precompensa- 
tion and reduce write current cylinders, set the Write 
Precomp register to the cylinder where write current 
reduction is desired. 


5.3.9 Data Register 

This register is the user’s window to the on-board full 
sector buffer. It contains the next byte of data to be 
written to or read from the internal sector buffer. The 
Data register is accessed once for each byte in the 
sector. When the DRQ (Data ReQuest) line is asserted, 
the sector buffer contains data in a read command, 
or is awaiting data to be written during a write 
command into the Data register. If the WD1001 is 
interfaced using programmed I/O, data transfers to 
this register can be implemented using block moves. 
This register may not be read from or written to except 
in the context of a valid command. 

5.4 Status Registers 

There are two registers in the WD1001 that are used 
to monitor the execution of commands. They are the 
Status register and the Error register. Each bit of 
these registers is used to define a particular type of 
status or error condition: 


Bit 

Status Register 

Error Register 

7 

Busy 

Bad Block Detect 

6 

Ready 

Uncorrectable 

5 

Write Fault 

CRC Error - ID Field 

4 

Seek Complete 

ID Not Found 

3 

Data Request 

- 

2 

Corrected 

Aborted Command 

1 

- 

TROOO Error 

0 

Error 

DAM Not Found 


5.5 Status Register Bits 

5.5.1 Error 

When set, indicates that a bit is set in the Error 
register. It provides an efficient means of checking for 
an error condition by the host. This bit is reset on 
receipt of a new command. 

5.5.2 Corrected 

Indicates that there was a read error condition either 
in the data field or the ECC check bits themselves, 
and that the controller was able to correct the 
condition. 
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5.5.3 Data Request 

Functions almost identically to the hardware DRQ 
line. When set, it indicates that the sector buffer is 
ready to accept data or contains data to be read out 
by the host. The Data Request bit is reset when the 
sector buffer has been fully read from or written to. 
Normally, the host need not consult this bit to deter- 
mine if a byte should be transferred. 

5.5.4 Seek Complete 

Indicates the condition of the Seek Complete line on 
the selected drive. 

5.5.5 Write Fault 

Indicates the condition of the Write Fault line on a 
selected drive. The WD1001 will not execute any 
command if this bit is set. 

5.5.6 Ready 

Indicates the condition of the Ready line of the 
selected drive. The WD1001 will not execute any 
commands unless this bit is set. 

5.5.7 Busy 

After issuing a command, this bitwill be set, indicating 
that the WD1001 is busy executing a command. No 
other bits or registers are valid when this bit is set. 


5.6 Error Register Bits 

5.6.1 DAM not found 

Will be set during a Read Sector command if, after 
successfully identifying the I D field, the Data Address 
mark was not detected within 16 bytes of ID field. 

5.6.2 TROOO Error 

Will be set during a Restore command if, after issuing 
1024 stepping pulses, the Track 000 line was not 
asserted by the drive. 

5.6.3 Aborted Command 

Indicates that a valid command has been received 
that cannot be executed, based on status information 
from the drive. For example, if a write sector command 
has been issued while the Write Fault line is set, the 
Aborted Command bitwill beset. Interrogation of the 
Status and/or Error registers by the host can be 
performed to determine the cause of failure. 

5.6.4 ID Not Found 

When set, this bit indicates that an I D field containing 
a specified cylinder, head, sector number or sector 
size was not found. 

5.6.5 CRC Error ID 

Indicates that a CRC error was encountered in an I D 
field. 

5.6.6 Uncorrectable 

Indicates that an error was detected while reading 
the data field or ECC check bits and the error was so 
severe that the controller was not able to correct the 
condition. 

5.6.7 Bad Block Detect 

Indicates that a Bad Block Mark has been detected 
in the specified ID field. If the command issued was a 
write sector command, no writing will be performed. 
If generated from a read sector command, the data 
field will not be read. Note that Bad Block will not be 
detected if the flaw is in the I D field unless multiple I D 
fields were written. 
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SECTION 6 COMMANDS 


The WD1001 executes five easy to use macro com- 
mands. Most commands feature automatic ‘implied’ 
seek, which means the host system need not tell the 
WD1001 where the R/W heads of each drive are or 
when to move them. The controller automatically 
performs all needed retries on all errors encountered 
including data field errors. If the data field contains 
an error, the controller will perform a correction, if 
possible. If the R/W head mis-pbsitions,the WD1001 
will automatically perform a restore and a re-seek. If 
the error is completely unrecoverable, the WD1001 
will simulate a normal completion to simplify the host 
system’s software. 

Commands are executed by loading a command 
byte into the Command register while the controller is 
not busy. (Controller will not be busy if it has completed 
the previous command.) The task file must be loaded 
prior to issuing a command. No command will 
execute if the Seek Complete or Ready lines are false 
or if the Write Fault line is true. Normally it is not 
necessary to poll these signals before issuing a 
command . If the WD1 001 receives a command that is 
not defined in the following table, undefined results 
will occur. 

6.1 Command Summary 

For ease of discussion, commands are divided into 
three types which are summarized in the following 
table: 


TYPE 

COMMAND 

7 

6 

5 

BITS 

4 3 

2 

1 

0 

1 

Restore 

0 

0 

0 

1 


h 

F 

I'd 

1 

Seek 

0 

1 

1 

1 

h 

h 

ri 

ro 

II 

Read Sector 

0 

0 

1 

0 

D 

M 

L 

0 

III 

Write Sector 

0 

0 

1 

1 

0 

M 

L 

0 

III 

Format Track 

0 

1 

0 

1 

0 

0 

0 

0 


L=Long Read/Write D=DMA Read Interrupt 
M=Multiple Sector rx=Stepping Rate 

6.1 .1 Stepping Rates 


Ta-fo “ Stepping Rate 

0000 

- 35 

uS 

1000 = 

= 4.0 

mS 

0001 

= 0.5 

mS 

1001 = 

= 4.5 

mS 

0010 

= 1.0 

mS 

1010 = 

= 5.0 

mS 

0011 

= 1,5 

mS 

1011 = 

= 5.5 

mS 

0100 

= 2.0 

mS 

1100 = 

= 6.0 

mS 

0101 

= 2.5 

mS 

1101 = 

= 6.5 

mS 

0110 

= 3.0 

mS 

1110 = 

= 7.0 

mS 

0111 

= 3.5 

mS 

1111 = 

= 7.5 

ms 


6.1.2 DMA Read 

D -DMA Read Mode 

0 = Programmed I/O Mode 

1 = DMA Mode 

The DMA bit is used to position INTRO in relation to 
DRQs during the read sector command. If the DMA 
bit is reset (D=0), the interrupt will occur before the 
first DRQ. This allows the programmed I/O host to 
intervene and transfer the data from the sector buffer. 
If the DMA bit is set(D=1 ), then the interrupt will occur 
only after the system DMA controller has transferred 
the entire buffer of data. 

6.1 .3 Long Read and Write 

If the Long bit is set, a special diagnostic read or write 
will be performed. During normal reads or writes, the 
ECC check bytes are not visible to the user. The Long 
bit allows the user to read and write these normally 
invisible bytes. 

During a Read Long, the WD1 001 will return a sector 
that is four bytes longer than the selected sector size. 
These four bytes will be the ECC check bits as 
recorded on the disk. During a Write Long, the host 
gives the WD1001 a sector that is four bytes longer 
than normal. These four extra bytes are recorded in 
place of the ECC bytes that are normally written after 
each sector. 

The Read and Write Long option may only be used 
when the WD1000 is in ECC mode. 

6.2 Type I Commands 

These commands simply position the R/W heads of 
the selected drive. Both commands have explicit 
stepping rate fields. The lower four bits of these 
commands form the stepping rate which is stored for 
later Read, Write or Format operations. 

6.2.1 Restore 

The Restore command is used to calibrate the 
position of the R/W head on each drive by stepping 
the head outward until the TROOO line goes true. 
Upon receipt of the Restore command, the Busy bit 
in the Status Register is set. Cylinder High and 
Cylinder Low registers are cleared. The lower four 
bits of the command byte are stored in the stepping 
rate register for subsequent implied seeks. The state 
of Seek Complete, Ready and Write Fault are sampled, 
and if an error condition exists, the Aborted command 
bit in the Error register is setJhe Error bit in the Status 
register is set, an interrupt is generated, and the Busy 
bit is reset. 
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If no errors are encountered thus far, the internal 
head position register for the selected drive is cleared. 
The TROOO line is sampled. If TROOO is true, an 
interrupt is generated and the Busy bit is reset. If 
TROOO is not true, stepping pulses ata rate determined 
by the stepping rate field are issued until the TROOO 
line is activated. When TROOO is activated, the Busy 
bit is reset and and interrupt is issued. If the TROOO 
line is not activated within 1024 stepping pulses, the 
TROOO Error bit in the Error Register and the Error bit 
in the Status Register are set, the Busy bit is reset, 
and an interrupt is issued. 

6.2.2 Seek 

The Seek command positions the R/W head to a 
certain cylinder. It is primarily used to start two or 
more concurrent seeks on drives that support buf- 
fered stepping. Upon receipt of the Seek command, 
the Busy bit in the Status Register is set. The lower 
four bits of the command byte are stored in the 
stepping rate register for subsequent implied seeks. 
The state of Seek Complete, Ready and Write Fault 
are sampled, and if an error condition exists, the 
Aborted command bit in the Error register is set, the 
Error bit in the Status register is set, an interrupt is 
generated, and the Busy bit is reset. 

If no errors are encountered thus far, the internal 
head position register for the selected drive is updated, 
the direction line is set to the proper direction and a 
step pulse is issued for each cylinder to be stepped. 
When all stepping pulses have been issued, the 
Busy bit is reset and an interrupt is issued. Note that 
the Seek Complete line is not sampled after the Seek 
command, allowing multiple seek operations to be 
started using drives with buffered seek capability. 

6.3 IVpe II Commands 

This type of command is characterized by a transfer 
of a block of data from the WD1 001 buffer to the host. 
This command has an implicit stepping rate as set by 
the last Restore or Seek command. 

6.3.1 Read Sector 

The Read Sector command is used to read a sector 
of data from the disk to the host computer. Upon 
receipt of the Read command, the Busy bit in the 
Status register is set. The state of Seek Complete, 
Ready and Write Fault are sampled, and if an error 
condition exists, the Aborted Command bit in the 
Error register is set, the Error bit in the Status register 
is set, and a normal completion is simulated. 


6.3.1 .1 Implied Seek 

If no errors are encountered so far, a Seek command 
is executed. The Seek Complete line is sampled. If 
the Seek Complete line does not go true within 128 
Index pulses, then the Aborted command bit in the 
Error register is set, the Error bit in the Status register 
is set, and a normal completion is simulated. 

6.3.1. 2 Retries 

Once the head has settled over the desired cylinder, 
the WD1001 will attempt to read the sector. The 
WD1001 performs all retries necessary to recover the 
data during the read command. The controller at- 
tempts to read the desired sector up to 16 times. It will 
attempt a retry if it does not find an I D, if the I D of that 
sector has a bad CRC, if the Data Address Mark 
(DAM) couldn’t be found, or even if the data was 
actually read from the disk but was in error. 

6.3.1 .3 Error Correction 

If an error was detected while reading the data field, 
the controller will attempt to correct the error. If the 
error was correctable, the Corrected bit in the status 
register will be set and the command resumed. If it 
was uncorrectable, the Uncorrectable Error bitwill be 
set, the Error bit in the Status register is set, and a 
normal completion is simulated. 

6.3.1 .4 Auto Restore 

Every time the controller encounters an error, it 
records the occurrence of that error in an internal 
register. If, after 16 retries, the controller was not able 
to get a match on the ID field, it assumes that the 
head was possibly mis-positioned and executes an 
auto-restore. During the auto-restore, the stepping 
rate is implied to be equal to the Seek Complete 
period. If the TRKOOO does not go true within 1024 
steps, the TRKOOO Error bit in the Error register is set, 
the Error bit in the Status register is set and a normal 
completion is simulated. 

After the auto -restore has been successfully com- 
pleted, the controller re- seeks and attempts to read 
the sector once again. An auto-restore will be per- 
formed only once per read or write sector command. 

6.3.15 Hard Errors 

If the controller encounters a non -recoverable error, 
the controller examines its internal error history regis- 
ter. It then sets the bit in the Error Register of the 
highest severity error incurred. If the Uncorrectable 
bit is set, the data that last produced that error will be 
available in the sector buffer. The Error bit in the 
Status Register is set and a normal completion is 
simulated. 
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6.3.1 .6 Error Severity Levels 

Although the WD1001 might encounter any number 
of errors in the course of executing a command, it 
only reports the most severe error. Errors are ranked 
from most severe to least severe as follows: 

1 . Aborted Command 

2. TROOO Error 

3. Bad Block * 

4. Uncorrectable 

5. Data Address Mark Not Found 

6. IDCRC Error 

7. ID Not Found 

* - Bad block will only be detected if there is no ID 
CRC Error or ID Not Found Error in the sector with the 
Bad Block bit set. 

6.3.1 .7 Normal Completion 

If the WD1 001 encountered no errors, it is considered 
a normal completion. The busy bit is reset. The status 
of the DMA bit in the command byte is examined. If 
this bit is reset (D=0; programmed I/O mode) then an 
interrupt is issued at this time. DRQs are then 
generated for each byte to be read from the buffer. 
(Note: It is recommended that programmed I/O 
transfers should take place as a block move without 
consulting the DRQ bit in the Status Register.) After 
all the data has been moved from the buffer, the DMA 
bit in the command byte is consulted again. If this bit 
is set (D=1: DMA mode) then an interrupt will be 
issued. 

6.3.2 Multiple Sector Reads 

If the M bit in the command byte is set, then the 
WD1001 will attempt to read multiple sectors. After all 
the data has been transferred from the sector buffer 
to the host on a read, the Sector Number register is 
incremented, the Sector Count register is decre- 
mented, and if the Sector Count is non zero, the read 
command will be re-executed. When Sector Count 
reaches zero or if a fatal error is encountered, the 
WD1001 will stop and interrupt the host. 

When a Correctable error is encountered during a 
multiple sector read, the occurrence of the error is 
logged, but no interrupts are generated. After the 
whole multiple transfer is complete, the host can read 
the Corrected bit of the Status register to determine if 
any automatic corrections have taken place. 


6.4 Type III Commands 

This type of command is characterized by a transfer 
of a block of data from the host to the WD1 001 buffer. 
These commands have implicit stepping rates as set 
by the last Restore or Seek command. 

6.4.1 Write Sector 

The Write Sector com mand is used to write a sector of 
data from the host computerto the disk. Upon receipt 
of the Write command, the controller generates 
DRQs for each byte to be written to the buffer. (Note: It 
is recommended that programmed I/O transfers 
should take place ^ a block move without consulting 
the DRQ bit in the Status register.) 

After all data has been sent to the sector buffer, the 
Busy bit in the Status register is set. The state of Seek 
Complete, Ready and Write Fault are sampled, and if 
an error condition exists, the Aborted Command bit 
in the Error register is set, the Error bit in the Status 
register is set, an interrupt is generated, and the Busy 
bit is reset. 

6.4.1 .1 Implied Seek 

If no errors are encountered so far, a Seek command 
is executed. The Seek Complete line is sampled. If 
the Seek Complete line doesn’t go true within 128 
Index pulses, then the Aborted Command bit in the 
Error register is set, the Error bit in the Status register 
is set, an interrupt is generated and the Busy bit is 
reset. 

6.4.1. 2 Retries 

Qnce the head has settled over the desired cylinder, 
it will attempt to read the ID of the sector. The WD1 001 
performs all retries necessary to recover the ID 
during the write command. The controller attempts to 
read the I D of the desired sector up to 1 6 times. It will 
attempt a retry if it doesn’t find an I D or if the I D of that 
sector has a bad CRC. 

6.4.1 .3 Auto Restore 

Every time the controller encounters an error, it 
records the occurrence of that error in an internal 
register. If, after 16 retries, the controller was not able 
to get a match on the ID field, it assumes that the 
head was possibly mis-positioned and executes an 
auto-restore. During the auto-restore, the stepping 
rate is implied to be equal to the Seek Complete 
period. After the auto-restore has been successfully 
completed, the controller re -seeks and attempts to 
write the sector once again. 
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6.4.1 .4 Hard Errors 

If the controller encounters a non -recoverable error, 
the controller examines its internal error history register. 
It then sets the bit in the Error register of the highest 
severity error incurred. The Error bit in the Status 
register is set, an interrupt is generated and the Busy 
bit is reset. 

If the proper sector is located, the sector buffer is 
written to the disk, an interrupt is generated and the 
Busy bit is reset. 

6.4.2 Format Track 

The Format command is used for initializing the ID 
and data fields on a particular disk. Upon receipt of 
the Format command, the controller generates DRQs 
for each byte of the interleave table to be written to the 
buffer. Information on setting up an interleave table 
can be found in Section 7. In all cases, the number of 
bytes transferred to the buffer must correspond to the 
current sector size. 

After all data has been sent to the buffer, the Busy bit 
in the Status register is set. The state of Seek 
Complete, Ready and Write Fault lines are sampled. 
If an error condition exists, the Aborted Command bit 
in the Error register is set, the Error bit in the Status 
register is set, an interrupt is generated and the Busy 
bit is reset. 


6.4.2. 1 Implied Seek 

If no errors are encountered so far, a Seek command 
is executed. No verification of track positioning 
accuracy is performed because the track may not 
have any ID fields present. After the Seek operation 
has been performed, the Seek Complete line is 
sampled. If the Seek Complete line is not asserted 
within 128 Index pulses, the Aborted Command bit in 
the Error register is set, the Error bit in the Status 
register is set, an interrupt is generated and the Busy 
bit is reset. 

Once the head has settled over the desired cylinder, 
the controller waits until the Index line is asserted. 
Once the index is found, a number of ID fields and 
nulled data fields are written to the disk. The number 
of sectors written is equal to the contents of the 
Sector Count Register. As each sector is written, the 
Sector Count Register is decremented, and con- 
sequently, must be updated before each format 
operation. 

After the last sector is written, the controller back-fills 
the track with 4E’s. When the next index pulse after 
the last sector written is encountered, the format 
operation is terminated, an interrupt is generated and 
the Busy bit is reset. 

6.4.2. 2 Track Format 

The Format command formats the track using the 
following format: 


REPEATED N TIMES 






GAP 

4 

(4E) 


15 or 30 
Bytes 
(4E) 


14 BYTES 
( 00 ) 


(A1) klDENT)^ 


CYL 

LOW 


SH 


SEC 


CRC 

- 2 - 


12 

.BYTES 
( 00 ) 


3Blr 


(AD 


(FB) 


DATA 

FIELD 


CRC(2) 

OR 

ECC(4) 


; BYTES 
( 00 ) 


1J 


ID FIELD 


DATAFIELD- 


200 nS. MIN, INDEX PULSE 


WRITE GATE 


NOTE: 

1) When MSB of SH byte = 1, bad block is 
detected. 

2) Write Gate turn-on is 3 bytes after the ID field’s 
CRC byte. 

3) Write Gate turrvoff is 3 bytes after the Data 
Field’s check bytes. 

4) 12 bytes of zeroes are re-written on a Data Field 
update. 


5) The 2 LSB’s of the I DENT byte are used for 
Cylinder high. 

These values are: 

FE - 0 to 255 cylinders 
FF - 256 to 511 cylinders 
FC - 512 to 767 cylinders 
FD- 768 to 1023 cylinders 
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SECTION 7 PROGRAMMING 


Users familiar with floppy disk systems will find 
programming the WD1001 a pleasant surprise. A 
substantial amount of intelligence that was required 
by the host computer has been incorporated into the 
WD1001. The WD1001 performs all needed retries, 
even on head positioning errors. If there is an error in 
the data field, the WD1001 will attempt to correct it. 
Most commands feature automatic ‘implied’ seek 
which means that seek commands need not be 
issued to perform basic read/write functions. The 
WD1001 keeps track of the position of up to four 
read/write head assemblies, so the host system does 
not have to maintain track tables. All transfers to and 
from the disk are through an on-board full sector 
buffer. This means that data transfers are fully inter- 
ruptable and can take place at any speed that is 
convenient to the system designer. In the event of an 
unrecoverable error, the WD1 001 simulates a normal 
completion so that special error recovery software is 
not needed. 

This section assumes that the user has read sections 
five (Task File) and six (Commands). 

7.1 Setting up Task Files 

Before any of the five commands may be executed, a 
set of parameter registers called the Task File must be 
set up. For most commands, this informs the WD1001 
of the exact location on the disk that the transfer 
should take place. For a normal read or write sector 
operation, the Sector Number, the Size/Drive/Head, 
Cylinder Number and Command registers (usually in 
that order) will be written. 

Note that most of these registers are readable as well 
as writeable. These registers normally are not read 
from, but this feature is provided so that error reporting 
routines can determine physically where an error 
occurred without recalculating the sector, head and 
cylinder parameters. 

Since the WD1 001 can recall all theTask File parame- 
ters sent to it, it is recommended that Task File 
parameters be stored in the WD1001 as they are 
calculated. This will save the programmer a few 
instructions and microseconds by not maintaining 
two copies of the same information. 


7.1.1 Cylinders and Tracks 

Since most hard disk drives contain more than one 
head per positioner, it is more efficient to step the 
RAA/ head assemblies of most disk drives by cylinders, 
not tracks. In other words, the disk driver software 
should be designed to read or write all data that is 
directly accessible by all the heads on a positioner 
before stepping to a new cylinder. The following 
example illustrates a cylinder-by-cylinder sequential 
file read on a four head, two platter disk drive: 


Physicai 

Cyiinder 

Logicai 
Head Number 

Physicai 
Head Side 

Physicai 

Piatter 

25 

3 

Top 

B 

26 

0 

Bottom 

A 

26 

1 

Top 

A 

26 

2 

Bottom 

B 

26 

3 

Top 

B 

27 

0 

Bottom 

A 


7.2 Type I Command Programming 

Restore and Seek are Type I commands. These 
commands position the R/W heads of the selected 
drive and set the implied stepping rate register. No 
data is transferred to or from the Data Register. To 
execute a Type I command, the system software must 
do the following functions in this order: 

1- Set up Task File and issue command with 
stepping rate (WD1001 will attempt to execute 
Type I command) 

2. Wait for interrupt or for Busy bit in Status 
Register to be reset 

3. Check Error bit in Status Register for proper 
completion 

7.2.1 Stepping Rates 

Most drives that use the WDIOOI’s 35 uS stepping 
rate require a slower rate (usually 3 mS or more) for 
Restore operations. This is why the WD1001 allows 
you to have explicit stepping rates on both Restore 
and Seek. Upon power up, it is a good practice to 
issue a Restore command with a slower stepping 
rate to recalibrate the head assembly. After waiting 
for that operation to complete, issue a Seek command 
with the faster stepping rate to set the stepping rate 
for subsequent implied seeks. 

7.2.2 Use of Busy bit 

Th 0 r 0 0|'0 t\,\/o different ways to sense the completion 
of a command. The first way, for smaller single user 
systems, is to poll the Busy bit of the Status Register. 
The Busy bit (bit 7) is set whenever the controller 
starts a disk operation and is reset whenever the 
controller is ready to communicate with the host 
computer. 
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The WD1001 busy bit is located in the same place as 
the sign bit of many computers to simplify the polling 
process. 

This is one way to poll this bit using 8080 code: 


WAIT: IN 

STATUS 

;lnput WD1001 
iStatus register 

ANA 

A 

; Update 8080 
:sign flag 

JM 

WAIT 

;Wait if busy (sign) 

; bit set 

Here’s one way 
code: 

' to poll the busy bit using PDP-11 

WAIT: MOVB 

@#STATUS,R0 

; Input status, 
iupxiate sign flag 

BMI 

WAIT 

;Wait if busy (N) 


;bit set 

7.2.3 Use of Interrupts 

Another more efficient way of notifying the CPU that 
the WD1001 has completed a command is through 
interrupts. The INTRQ line on the WD1001 makes a 
low to high transition whenever the disk controller 
requires CPU intervention. This allows the host CPU 
to run other tasks while the WD1001 is reading or 
writing data to the disk. 

7.2.4 Use of the Error bit 

Since the WD1001 simulates normal completions, it 
acts the same whether or not errors are encountered. 
The only way to check error status is to check the 
Error bit in the Status register. The WD1 001 Error bit is 
located so that it can be easily tested by rotating it into 
the carry bit of many processors. The contents of the 
Error register are not valid unless the Error bit is set. 

This is one way to check the Error bit using 8080 
code: 


IN 

STATUS 

;Get status (if not 
;already in A) 

RAR 


; Rotate error bit 
;into C 

JC 

ERROR 

;Jump if error 
;found 


In certain hardware configurations, this can check 
the error bit using PDP-11 code: 

BIT @#STATUS,#1 :Bit test the 

;error bit 

BNE ERROR ;Branch if 

;error found 


7.2.5 Use of the Corrected bit 

Correctable errors are usually quite benign and can 
almost always be ignored. However, some systems 
designers may wish to log their occurrence. The 
Corrected bit is positioned in the Status register to 
facilitate error logging. Correctable and fatal errors 
can be detected with the following 8080 code: 


IN 

STATUS 

;GetWD1001 status 

ANI 

5 

: Mask off Error and 
;Correct bits 

JNZ 

SOMERR 

;Jump if we have 
;either a correct- 
;able or fatal error 


7.3 Type II Command Programming 

The Read Sector command is the only Type II 
command. This command is characterized by the 
transfer of a block of data from the WD1001 buffer to 
the host. This command features implied seek with 
an implicit stepping rate. To execute a Type II single 
sector command in programmed I/O mode, the 
system software must do the following functions in 
this order: 

1 . Set up Task File and issue command with DMA 
bit reset (WD1001 will attempt to read sector) 

2. Wait for interrupt or for Busy bit in Status 
Register to be reset 

3. Do block move from WD1001 buffer to system 
memory 

4. Check Error bit in Status Register for proper 
completion 

Note: Steps 3 and 4 above can be reversed. 

To execute a Type II single or multiple sector command 

in DMA mode with interrupts, the system software 
does the following: 

1 ■ Set up Task File and issue command with DMA 
bit set 

2. Set up DMA controller (WD1001 will attempt to 
read single or multiple sectors) (DMA controller 
will move data from WD1001 to memory) 

3. Wait for interrupt from WD1001 

4. Check Error bit in Status register for proper 
completion 

Note: The above sequence is preferred but steps 1 
and 2 above can be reversed. 
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7.3.1 DMA Mode 


7.3.4 Multiple Sector Transfers 


The DMA mode bit (D) in the above read sector 
examples is a special bit in the command byte that is 
used to optimize the WD1001’s interrupts during 
programmed I/O and DMA operations. If the DMA bit 
is reset (D=0) the interrupt will come before the buffer 
is transferred. This allows a programmed I/O host to 
intervene and transfer the buffer of data. If the DMA 
bit is set (D=1) then the interrupt will happen only 
after the data has been transferred. This allows the 
host to go uninterrupted until the entire buffer has 
been transferred. 


The WD1001 can transfer more than one sector per 
command if interfaced using DMA and interrupts. 
Transfers as large as an entire track can be executed . 
The Sector Count register holds the number of 
records to be transferred. (If Sector Count is zero then 
256 records will be transferred.) The Sector Number 
register holds the starting sector of the transfer. 
When a multiple sector transfer is successfully com- 
pleted, the Sector Count register will be equal to zero 
and the Sector Number register will be equal to the 
last sector transferred plus one. 


7.3.2 Block Moves 

The WD1001 performs all transfers between it and the 
disk drive through an on-board full sector buffer. 
Once the disk has been read, the data is available to 
the host at any rate from DC to as high as a byte every 
1.75 uS. In programmed I/O applications there is no 
need to consult the DRQ bit in the status register to 
determine if another byte is ready to be processed. 
Once an interrupt occurs or the busy bit is reset on a 
read , the host computer should do a block move of all 
the bytes in the sector. 

The following 8080 code demonstrates a transfer 
from the WD1001 to system memory. The transfer 
address is in HL and the byte count is in B: 


READIT: IN DATA ;Get data from WD1 001 

; sector buffer 

MOV M,A iStore it in memory 
I NX H ; Increment memory 

pointer 

DOR B : Decrement byte counter 

JNZ READIT;Do it again if whole 
jsector not xfered 


The following Z-80 instruction does it all. The transfer 
address is in HL, byte count is in B and WD1001 data 
register address in C: 


READIT: INIR ;Transfer buffer from 

;WD1001 to memory 

7.3.3 Using DMA 

There are several features in the WD1001 which 
simplify the use of DMA. Of course, there’s the DRQ 
line that makes a low to high transition for each byte 
to be transferred. As mentioned earlier, there is a 
special bit in the Read Sector command which 
optimizes the WD1001 interrupts for DMA operation. 


If a fatal error is encountered during a multiple sector 
transfer, the Sector Number register will be left 
pointing the sector that contained the fatal error and 
the Sector Count register will hold the number of 
sectors that were not transferred. 

If a correctable error is encountered during a multiple 
sector read, the Corrected bit in the Status register 
will be set but the operation will not be terminated 
because correctable errors are not considered fatal. 

7.3.4.1 Partial Sector Transfers 

The WD1001 allows partial sector transfers on read 
operations. This allows the user to read the first part 
of a sector and then discard the rest. During pro- 
grammed I/O, the byte counter in the block move 
routine is set to the number of bytes to be read. 
During DMA operations, the DMA controller is set 
with the number of bytes to be transferred. 

Normally the WD1 001 will interrupt the host after the 
sector has been transferred during a DMA read 
operation, but if a partial sector has been read, the 
WD1001 will not know that the operation has been 
completed. For this reason, the ‘transfer complete’ 
interrupt must come from the DMA controller. There 
is, still, a problem. During write sector operations, the 
DMA controller will interrupt the system after the 
buffer has been transferred to the WD1 001 but before 
the data has been written. Some systems with ad- 
vanced interrupt handling capabilities can easily 
mask off the spurious DMA interrupt. For those that 
can’t, the WD1001 has a provision built into its 
command structure to detect read operations. 

7.3.4.2 Interrupt Source Selection 

Bit 4 of all commands determines whether the opera- 
tion will be a read sector operation or something else. 
Those commands that require the interrupt from the 
WD1001 have this bit set to a 1. The read sector 
command (the only one that might need the DMA 
controller’s interrupt) has this bit set to a 0. 
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7.3.4.3 Clearing Hardware DRQ 

During partial sector reads, the DMA controller will 
stop the DMA transfer before the WD1001 has a 
chance to issue its last data request. Because of this, 
the DRQ line may be set the next time transfer 
parameters are sent to the DMA controller. To avoid 
spurious (and often fatal) DRQ’s, the user must do a 
hardware clear of the DRQ line. This is accomplished 
by reading or writing the Cylinder Low register. (This 
will only clear the DRQ line. The DRQ bit in the Status 
Register will be indeterminate.) This action is typically 


done before a subsequent read or write sector 
command in the normal course of updating the Task 
File. Care should be exercised to insure that the DMA 
controller has passed its parameters only after the 
Task File is updated. 

7.3.4.4 Interrupt Selection Circuit 

If the user is reading partial sectors with the WD1 001 
and wants to have the system automatically configure 
its interrupts.a circuit similar to the following will have 
to be implemented: 


WD1000 



SYSTEM 

INTRQ 


7.3.5 Simulated Completions 

All WD1001 commands (except multiple sector trans- 
fers) act in precisely the same manner, whether or not 
an error was encountered . The only way to detect that 
an error has occurred is to sample the Error bit in the 
Status Register. Simulated Completions offer the 
system designer several tangible benefits: 

o Simplifies masking and generation of interrupts 

o Simplifies non -error handling portions of the system 
software 

o Eliminates the software overhead of handling 
different types of errors 

o Simplifies system software error handling validation 
(any error is handled the same as any other error) 

o Prevents system failure in the event of some 
obscure error condition that the system programmer 
did not anticipate 

7.4 Type III Command Programming 

Write Sector and Format are Type III commands. 
These commands are characterized by the transfer 
of a block of data from the host to the WD1 001 buffer. 
Like Type II commands, these commands feature 


implied seek with an implicit stepping rate. To execute 
a single sector Type III command in programmed 
I/O mode, the system software must do the following 
functions in this order: 

1. Set up Task File and issue command 

2 . Do block move from system memory to WD1 001 
buffer (WD1001 will attempt to write a sector or 
format) 

3. Wait for interrupt or for Busy bit in Status 
Register to be reset 

4. Check Error bit in Status Register for proper 
completion 

To execute a single or multiple sector Type III com- 
mand in DMA mode with interrupts, the system 
software does the following: 

1. Set up Task File and issue command 

2. Set up DMA controller (DMA controller will 
move data from memory to WD1001) (WD1001 
will attempt to write sector or format) 

3. Wait for interrupt from WD1001 

4. Check Error bit in Status Register for proper 
completion 

Note: Steps 1 and 2 above can be reversed. 
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7.4.1 Formatting 

The format command is very similar to the write 
sector command, except instead of filling the sector 
buffer with userdata, it is filled with interleave and bad 
block information. Two bytes will be written to the 
buffer for each sector to be formatted. 

The first (lower) byte wil I be either a 00 or an 80 in hex. 
If the lower byte is a 00 , the sector is marked as good . 
If the lower byte is an 80, the sector will set the Bad 
Block bit in the Status Register if there is any attempt 
to read or write to it. Please see cautions in section on 
bad block mapping. 

The second (upper) byte is the logical sector number 
ofthenext sector to be formatted. This numberwill be 
recorded on the disk. The Sector Number register is 
not used during Format. 

On a 32 sector per track disk, 32 pairs of formatting 
information must be supplied to the drive during 
each format operation. To start the format operation 
the buffer must be completely filled, even if the sector 
table is not as long as the buffer. On a 32 sector per 
track disk, 64 bytes of formatting information are 
supplied. If the sector size is 256 bytes then 192 
bytes of garbage must be passed to the controller to 
start the format operation. 

Since the contents of the sector buffer do not imply 
how many sectors are to be formatted, a dedicated 
register is provided. This Sector Count register must 
be loaded with the number of sectors to be formatted 
before each and every format operation . To calculate 
the maximum number of sectors per track, see 
Appendix C. 

7.4.2 Interleaving 

If we try to read physically sequential sectors on the 
disk, there is not enough time for us to set up to read 
or write the next sector before it has passed by the 
read/write head. This means that the disk will have to 
make a complete rotation to pick up the next sector. If 
we were to read all 32 sectors on a particular track it 
would take 32 rotations, or about a half a second per 
8K bytes. This performance can be tremendously 
improved by allowing the system to read or write 
more than one sector per rotation. This can be 
accomplished with interleaving. 

Suppose our system takes less than three sector 
times (3/32 rotational period with 256 byte sectors) to 
digest the data that it has read and to set up the next 
read operation. That means that if we can arrange to 


have the second logical sector placed physically 
only four sectors away from the first one, the controller 
will be able to read it without much delay. This four to 
one interleave factor will allow us to potentially read 
the entire track in only four rotations. In our particular 
example, this will increase the throughput by a factor 
of eight. 

The simplest way to determine the optimum interleave 
for any particular system is through experimentation. 
If the system maintains its directories or virtual 
memory swapping areas in a certain place on the 
disk, it sometimes makes sense to have more than 
one interleave. 

To simplify driver software, the WD1001 will auto- 
matically map logical to physical sectors to achieve 
interleave. This logical to physical map is recorded 
on each track of the the disk in the ID fields of the 
sectors. This map is recorded on the disk during the 
format operation. 

Here is an example of an interleave table for a 32 
sector track with 4:1 interleave and no bad blocks: 

Interleave table with 32 sectors and 4:1 interleave 

00 00 00 08 00 1 0 00 1 8 00 m 00 09 00 1 1 00 1 9 

00 02 00 OA 00 12 00 1 A 00 03 00 OB 00 13 00 1 B 

00 04 00 OC 00 1 4 00 1 C 00 05 00 OD 00 1 5 00 1 D 

00 06 00 OE 00 1 6 00 1 E 00 07 00 OF 00 1 7 00 1 F 

Remember: The balance of the buffer must be filled 
with something to start the format operation. 

The first byte in each byte pair in the preceding 
example is set to 00. This marks each block as a 
‘good’ block. The second byte of each byte pair is the 
logical sector number. The first byte pair above 
represents the first logical sector of the track. The 
underlined byte pair represents the second logical 
sector. 

7.5 Bad Block Mapping 

The Winchester and thin film technology drives that 
interface to the WD1001 often do not have perfect 
media. Imperfections in the media allow much more 
latitude in what the media manufacturers can ship, 
significantly bringing down the cost of the media 
and, consequently, the drives. 

The user is required to map out these imperfections. 
There are many ways it can be done, some of which 
are highly operating system dependent. Here are a 
few ideas: 
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7.5.1 Sector Pre-allocation 

If the operating system supports random sector or 
group allocation, the bad blocks can sometimes be 
mapped out by recording an un-deletable file using 
all the bad sectors on the disk. When the operating 
system tries to write to the bad block, it will see that 
the sector or group that contains the error has 
already been allocated. The operating system will 
automatically map over the bad sector. 

There are a couple of minor restrictions associated 
with this form of bad block mapping. The file that 
contains the bad sector must never be moved to 
another section of the disk. The bad sector file may 
not be read (for obvious reasons) and reads or writes 
to the disk, that do not consult the disk allocation 
map (physical reads/writes), are not allowed. 

7.5.2 Alternate Tracks 

This method works on most operating systems but, it 
requires more software overhead. Whenever a read 
or write is attempted, the track number (cylinder and 
head select) is checked against a table maintained 
by the operating system or driver. If the track number 
matches the table, the driver knows that there is a flaw 
somewhere on that track. The driver will look up the 
alternate track for that flawed track and the read or 
write will be performed elsewhere. 

The primary disadvantages of this type of bad block 
mapping is its rather high software overhead. When 
the system is brought up, the alternate track table has 
to be read from some flawless area of the disk. After it 
has been read, every read or write operation must 
check the alternate track table before performing its 
respective operation. 

The WD1001 bad block marking and detection facility 
is useful for eliminating the software overhead of 
looking up each track number before each write is 
performed. During format, all the sectors of the bad 
track should be written redundantly with the bad 
block bit set (See section on Bad Block bit below). 
When any read or write is attempted on the bad track, 
the WD1001 will interrupt with the Error bit in the 
Status register and the Bad Block bit in the Error 
register set. The driver can then then look up the 
alternate track in its internal table and resume the 
operation. 

7.5.3 Spare Sectors 

This method is probably the simplest to implement in 
most systems. Its primary disadvantage is that at 
least one sector must be set aside as a spare for each 
track. During format, the physical sector that contains 
the flaw is written with some illegal sector number. 
The physical sector following it contains the real 


logical sector and its data. In the following interleave 
table, the user mapped out the fifth physical sector by 
telling the WD1001 to write a logical sector number of 
FF to it. 

Interleave table with 32 sectors and 4:1 interleave 
with physical sector five mapped out: 

00 00 00 08 00 10 00 18 ^ FF 00 01 00 09 00 1 1 

00 19 00 02 00 OA 00 12 00 1 A 00 03 00 OB 00 13 

00 1 B 00 04 00 OC 00 1 4 00 1 C 00 05 00 OD 00 15 

00 1 D 00 06 00 OE 00 1 6 00 1 E 00 07 00 OF 00 17 

Please note that when formatting the disk in this 
manner, at least one sector must have an illegal 
sector number. Also, since we have allocated one 
sector to bad block mapping, we no longer have a 
sector 1 F. 

7.5.4 Bad Block Bit 

The WD1001 allows the user to set a marker that is 
recorded into the ID field. When the WD1 001 attempts 
to read or write a sector with a bad block mark set , the 
operation will be aborted and the Error bit in the 
Status register and the Bad Block bit in the Error 
register will be set. The Size, Head, Cylinder, Sector 
and ID CRC fields of the selected sector must be 
correct in order to detect a bad block mark. This 
means the ID field must be error free in order to 
detect the bad block mark. 

To insure that the Bad Block bit can be read even 
though some I D fields may be defective, the I D fields 
must be recorded redundantly. In order to make this 
possible, the WD1001 includes a special variation of 
the Format command. When a Bad Block bit in the 
interleave table is set during format, the WD1001 
records only the I D field of that sector. No data field is 
recorded. This helps to make room for redundant ID 
fields. 

In the following interleave table, the user has marked 
all the sectors with a bad block mark and recorded all 
sectors redundantly. The interleave is not very im- 
portant here because the driver (hopefully) will not 
attempt to read bad sectors sequentially. 

Interleave table with redundant sectors, no interleave, 
and all sectors marked as bad blocks: 


80 

00 

80 

01 

80 

02 

80 

03 

80 

04 

80 

05 

80 

06 

80 

07 

80 

08 

80 

09 

80 
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80 

OB 

80 
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80 

OD 

80 

OE 

80 
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80 

io 
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00 
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01 
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18 

80 

19 

80 
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80 

IB 

80 

1C 

80 

1 D 

80 

1 E 

80 

IF 
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SECTION 8 THEORY OF OPERATION 


8.1 General 

The WD1001 hard disk controller is a discrete im- 
plementation of all functions required to control 
SA1000/ST506 compatible Winchester hard disk 
drives via a standard data and control bus. The 
controller is fabricated using a mix of high-speed 
bipolar and N MOS devices contained on a single, 2 - 
sided PC board. The design of the circuitry makes 
use of a high-speed Microcontroller, the 8X305, 
newly developed NMOS support devices, Schottky, 
and low power Schottky devices to achieve low 
component count and low cost while maintaining 
high performance and reliability. All I/O connections 
are made using standard ribbon cable connectors. 
Standard pin-out configurations for disk interface 
connectors are provided to permit direct pin-for-pin 
connection to SA1000 compatible 8" drives and 
ST506 compatible 5-1/4" drives. All power for the 
board can be supplied from a single -t-5 Volt power 
supply on a separate connector. All host to disk data 
transfers are buffered by an onboard RAM to achieve 
totally asynchronous transfers to and from the disk by 
the host. In addition, the WD1001 has the ability to 
perform error correction (ECC) using firmware and a 
custom designed NMOS device. 

The WD1001 is available in two different PC board 
layouts. The larger size board is designated the 
WD1001-55 or -85 depending on the size of drives 
that is supports. The smaller board is designated the 
WD1001-05 and it controls 5-1/4" drives only. The 
component designations differ for the two products. 
The component designations will be print^ 
together with the WD1001-55 and -85 first and 
the WD1001 -05 second. A colon (;) will be used to 
separate the two designations. 

The disk controller is built around 5 basic sections: 

1. Processor functions 

2. Serial data separation 

3. Data conversion, checking and correcting 

4. Serial data generation 

5. Host interface functions 

8.2 Processor Functions 

All functions of the WD1001 controller are ultimately 
controlled by the onboard processor. Due to the high 
data rates associated with hard disk drives, pro- 
cessing of data and control of machine functions 
within the circuitry requires a processor capable of 
extremely fast execution speed. The processor used 
is the 8X305 (or 8X300), a bipolar microcontroller, 
particularly well suited for handling data efficiently at 
high rates. 


The 8X305 is operated at a basic clock rate of 8 MHz 
and performs all operations within 2 clock cycles, 
giving it a speed of 4 MIPS (Million Instructions Per 
Second) or one instruction executed every 250 nS. 
The architecture of the processor is different from 
most popular microprocesssors in that no common 
data or address bus is provided to be shared by 
RAM, ROM or peripheral devices. 

Instructions are fetched from ROM via a dedicated 
instruction address and data bus. The instruction 
address bus (IA13-IA0) is capable of directly ac- 
cessing 8K words of program storage. The WD1001, 
however, uses only the first 10 address lines, limiting 
onboard program storage to 1 K words. Program data 
is input to the 8X305 (U46:U9) on the Instruction 
Data Bus (ID15-ID0) as 16 bit words which are 
decoded to perform the desired operation. All bus 
designations utilized by the 8X305 are reversed from 
the traditional LSB to MSB weighting. On the WD1 001 
these lines have been renamed on the schematic, 
using traditional weighting to provide a more conven- 
tional designation system for the board. 

Data is transferred between the processor and its 
ports on a separate 8-bit bus called the “10” bus. 
This bus is active low. It must be noted that this bus is 
in no way related to the instruction data bus and 
should be thought of as simply an 8-bit bidirectional 
10 bus for the 8X305. In fact, it has been renamed as 
100-107 to reflect this definition. 

8.2.1 Fast lO Select 

An extension byte has been added onto the instruc- 
tion data memory (U40:U14) to provide port access 
decoding on an instruction by instruction basis. This 
“Fast 10 Select” byte is not processed by the 8X305; 
rather it is decoded by auxiliary hardware to provide 8 
read strobes, 8 write strobes, and 8 single bit output 
ports which route data to the various devices dis- 
tributed along the 10 bus. 

The write part of the Fast 10 byte is latched into a 4 - bit 
latch (U26:U25) and the input of a decoder/latch 
(U33:U30) on the trailing edge of MCLK. This ensures 
that data remains stable during the entire instruction. 
The read strobe and write strobe are selected through 
a pair of 1-of-8 decoders (U33:U30 and U34:U24) 
which are alternately enabled by the SC- control 
strobe produced by the 8X305. It also provides 
latch-address data to the addressable latch (U27;U27) 
for drive and ECC control signals. To provide edges 
on read strobes during sequential read operations 
from various ports, the read strobe decoder (U33:U30) 
is always disqualified at the end of instructions by 
MCLK-. Because each decoder has a unique input 
and the latch is directly addressable, it is possible to 
select any read port with any write port, during each 
instruction. 
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8.2.2 Internal Bus Control 

Several bus control signals are produced by the 
8X305 to identify and strobe the data on the 10 bus. 
SC- is a signal which determines the direction of the 
data to and from peripherals. When SC- is false, 
(during the first half cycle) the 8X305 inputs data from 
the 10 bus. When SC- is true (only during the second 
half cycle), the 8X305 outputs data to the 10 bus. The 
WD1001 uses SC- to indicate all writes to any port. 
This arrangement allows 8 -bit immediate data moves 
from the 8X305 to any output port within one instruc- 
tion, instead of the normal 5 -bit immediate moves 
provided for by the instruction set. 

All instruction fetches occur late in the second cycle 
of the preceding instruction. This time is marked by 
the generation of a 65 nS (nominal) active high pulse 
called MCLK, which occurs every instruction. On 
some ports, MCLK is also used to latch data prior to 
being input on the lO bus to insure stability during 
reads, and to disqualify read strobes which would 
otherwise remain true into the second clock cycle of 
any instruction which does not write to a port. 

All I/O ports on the 8X305 are logically divided into 
two address spaces. This address space is qualified 
with RIGHT BANK SELECT (RB-). All WD1001 I/O 
ports, except RAM, appear in the left bank address 
space. The RAM is placed in the right bank and the 
right bank signal is run directly to the CS- inputs of 
the R AMs to avoid the propagation delays associated 
with the Fast I/O Select logic. This allows slower 
RAMs to be used and provides better access margins 
on read operations. 

8.2.3 Reset Circuit 

The 8X305 is held reset for approximately 40 mS after 
initial power-on. This is accomplished by an RC 
network (R24:R5, C24:C16 and CR1:CR1) which 
drives a Schmitt trigger (U39 : U1 7) to provide a proper 
rise/fall time on the RESET- line of the 8X305 and 
various port latches. Alternate reset of the WD1001 
can be accomplished by asserting MR- (J5 pin 39) 
whenever the host wishes to reset the controller. A 
Schmitt trigger (U39;U17) is provided with a 4.7K 
pull-up (R23:R2) to buffer the MR- input from the 
host. RESET- also propagates to the drive control 
latches (U43:U22 and U27:U27), the host interface 
Support Logic Chip (U19:U28), and the INTRQ and 
DRQ latches (U16:U23). 

8.2.4 Processor Power Supply 

Power is supplied to the 8X305 from the T-5 Volt (VcJ 
power bus. Due to the internal operation of the 
8X305, an on-chip voltage reference is provided to 
produce bias to an external pass transistor (Q6:Q1) 


which drops Vcc to the 8X305 to approximately -F3.0 
Volts. This supply is used internally by the 8X305 
logic and all signals of the 8X305 are internally level 
shifted to be TTL compatible. 

8.2.5 Read and Write Ports 

Throughout the circuit, output ports consist of D type 
latches using write strobes (WRO-7) to latch data into 
the ports. Reading of ports is accomplished by using 
read strobes RDO, RD2, and RD4-6.The read strobes 
individually enable selected tri -state output devices 
on the 10 bus. Additionally, two read strobes are used 
to clock the host DRQ and I NTRQ latches (U1 6 : U23 ) 
for instructions not requiring data from a port. This 
ensures glitchless operation of the Fast lO port 
decoders. 

8.2.6 Read/Write Memory 

Since the 8X305 does not permit data to be saved or 
retrieved from dedicated program storage, RAM 
must be installed on the lO bus and it must be 
accessed via the lO bus by I/O instructions like all 
other port accesses. To provide for addressing the 
RAM, three latch/counters (LI30:U7, U37:U3 and 
LI42:U6) are connected to the lO bus to receive and 
store addresses required to access the RAM (U29:U8 
and U36:U4). 

8.2.6.1 RAM Addressing 

The RAM address bus (RA0-RA9) uniquely ad- 
dresses 1024 memory locations. As each counter 
chip reaches a count of 0, it will set a borrow 
condition to the next higher counter which will be 
decremented at the end of the next access to RAM. 
When all bits of the address have been reset, the 
ROVF- bit on the last counter (U42 :U6) will be reset, 
providing an overflow status which can be read by 
the processor on LI41:LI4. By setting various be- 
ginning address values, ROVF- can be used to mark 
the end of any RAM access loop from 1 to 1 024 bytes 
in length. In the WD1001 this function is used for 
setting sector buffer lengths of 128, 256 and 512 
bytes in the normal mode and 132, 260, and 516 
bytes in the long mode. 

8.2.6.2 Sector Buffering 

All data read from the disk or written to the disk is 
passed through the RAM to provide buffering required 
for asynchronous data transfer between the host and 
disk. The counters are post-decremented so that 
addresses are stable to the RAM by at least one 
instruction prior to the actual access. This preselection 
feature effectively reduces RAM access time to the 
output enable and propagation time of the RAM for 
read operations and the width of the minimum WR- 
strobe pulse for write operations. 
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8.2. 6.3 RAM Accessing 

RAM access is initiated by RB- which is output by the 
8X305. Data to be read from RAM will be placed on 
the 10 bus whenever RB - is low and SC- is high. Data 
is written into a selected RAM cell on the trailing 
edge of SC- if RB- is low. During writes, RB- will be 
low for at least 120 nS so that data setup time 
requirements are met. 

8.2. 6.4 Scratchpad Operations 

Because the RAM address counters are presettable, 
direct reads and writes to a specific address are 
possible. However, resolution of the address is limited 
to the nearest fourth address location. This limitation 
is imposed so that a full ten bit address can be 
specified with a single eight bit output. The least 
significant two bits are implied to be 10 (binary). 

8.2.7 Miscellaneous Control Ports 

Control of the various functional sections of the 
WD1001 is accomplished by a dedicated 6-bit con- 
trol port called MAC CNTRL (U31:U20) and an 
addressable latch (U27:U27). MAC CNTRL enables 
the functions of the WAIT control circuitry (WAEN-), 
ECC generation (ECCIZ-), gating of read data into 
data separation circuitry (RGATE), selection of read 
or write functions (WRITE-), control of ECC check 
word output (1 BLA-) and AM detection (SRCH). MAC 
CNTRL output states are latched into the port by a 
write strobe (WR7). 

The addressable latch controls drive functions and 
CRC/ECC selection. This latch enables direction of 
the drive (DIRIN-), stepping pulses to the drive 
(STEP-), reduced write current (RWC-), write precomp 
(WPC- ), write enable (WRITE GATE- ), and the switch- 
ing enable between CRC and ECC (CRC-/ECC). 


on the disk. This results in an effective doubling 
of the amount of data capacity, hence the term 
“double density”. 

Because clock bits are not recorded with every data 
bit cell, circuitry is required that can remain in sync 
with data during the absence of clock bits. Syn- 
chronous decoding of MEM data streams requires 
the decoder circuitry to synthesize clock bit timing 
when clocks are missing and synchronize to clock 
bits when they are present. This is accomplished by 
using a phase locked oscillator employing an error 
amplifier/filter to sync onto and hold a specific phase 
relationship to the data and clock bits in the data 
stream. The synthesized clock called RCLK can then 
be used to separate data bits from clock bits and to 
shift the resultant serial data into registers for byte 
parallelization. 

8.3.1 Incoming Data Selection 

In the WD1 001, serial data is input from up to 4 radially 
connected drives via a quad RS-422 differential 
receiver (U3:U38). The receiver converts differential 
input data to TTL levels for use by the controller. The 
data from the selected drive is then routed to the data 
separation circuitry by a 4-section AN D/OR/I NVE RT 
gate (LI9:U33). Due to the fact that different drives 
produce varying data pulse widths, the data is first 
routed through a one-shot (U7:U39) to provide a 
consistent data pulse width. At this point data and 
clocks are still combined and appear as 50 nS 
nominal active high pulses spaced at intervals of 1, 
1 .5 or 2 times the RCLK period. This data is presented 
to the Data Separater chip (LI6:U34) which will then 
gate either MEM data or a reference clock into the 
first stage of the VCO error amplifier circuitry. 

8.3.2 Reference Clock 


All remaining ports are distributed among the basic 
functional sections of the WD1001 and will be de- 
scribed in detail within the discussion of those 
functions. 


8.3 Serial Data Separation 

The WD1001 controller utilizes an NMOS device 
(WD1 100-09) especially designed to process in- 
coming MEM data from the drive by a process called 
data separation. Here, some background information 
may be helpful: 


In order to provide maximum data recording 
density and storage efficiency, data is recorded 
on the disk using a Modified Erequency Modu- 
lation (MEM) technique. This technique requires’ 
clock bits to be recorded only when two suc- 
cessive data bits are missing in the serial data 
stream. This reduces the total number of bits 
required to record a given amount of information 


The reference clock is derived from the write clock 
crystal oscillator (U4:LI14 and associated circuitry). 
This oscillator uses a fundamental crystal cut to 
oscillate at 4 times the RCLK frequency. The 4X 
output is then divided by U4 to produce both a 2X 
clock (2XDR) which is used as a reference and a IX 
clock (WCLK) which is used to produce MEM write 
data for the disk. The crystal (Y1 :Y2) frequency is 
20.000 MHz for ST506 compatible drives or 17.360 
MHz for SA1000 compatible drives. 

8.3.3 Clock Gating 

The gating of the reference and MEM data into the 
data separator is dependent on the condition of the 
read gate (RGATE) signal and the spacing of the data 
on the serial stream after RGATE is brought true. Due 
to the techniques which are employed to separate 
data from clocks, it is necessary to run the VCO at a 
rate twice the data clock (RCLK) rate. The VCO is set 
to an open loop frequency of 2X RCLK. Any variations 
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in this rate due to variations in disk rotational speed 
must be compensated for by the VCO, but instan- 
taneous shifts in data due to the effects of adjacent bit 
cells on the disk and minor noise must be ignored. 
Also, the response of the VCO must be adjusted to 
effectively ride over missing clock bits which occur 
as a result of the MFM recording technique. The 
resultant compromise between response and reject 
requirements of the VCO cause the VCO to have a 
tendency to become locked onto harmonics of the 
data rate rather easily. This is likely to occur if the VCO 
is connected to a data stream over a field of data 
which has data bits spaced at 1.5 or 2 times the 
actual RCLK time intervals. 

To provide protection against this undesirable con- 
dition, the VCO is always held locked onto a stable 
clock running at 2X RCLK frequency whenever the 
controller is not actually reading data. Care is taken 
to switch in read data to the VCO error detector only 
when it is known that the data stream frequency is 
equal to the RCLK frequency. This can occur only 
when the data is a solid stream of all ones or all zeros. 

8.3.4 High Frequency Detector 

The switch from reference clock to live data is 
initiated immediately after the RGATE goes true and 
will only occur after 16 consecutive ones or zeros 
(high frequency) are detected on the raw MFM. This 
detection is accomplished by a one-shot (U7:LI39) 
and the data separator. The one-shot is adjusted for 
a pulse width of 1 .25 times the RCLK period (250 +/- 
1 0 nS for ST506 compatible drives and 287 -F/-1 0 nS 
forSAIOOO compatible drives). The adjustment of the 
one-shot provides tolerance of up to 1/4 RCLK 
period in jitter on the MFM data bits while still being 
able to distinguish MFM zeros or ones from other 
data patterns. 

Each clock or data bit on the serial stream triggers 
the one-shot . If the time between successive triggers 
is less than the one-shot time constant, the one-shot 
remains retriggered. As the one-shot is triggered by 
data stream bits, so is a counter in the Data Separator 
Device (LI6:U34), whose reset is controlled by the 
state of the one-shot outputs. While the one-shot is 
being retriggered the counter counts up. When any 
data bit fails to reach the one-shot before its time 
constant is over, the one-shot resets and in turn 
clears the counter. Only when 16 successive retriggers 
occur can the counter reach its terminal count. Atthis 
time, the counter overflow goes true and sets a 
latched DRU N - output low, which switches read data 
in and reference clock out. DRUM- is read through 
U38:U18 by the 8X305 to determine the condition of 
the MFM data stream. 

At this point data and clocks have finally been 
connected to the first stage of the data separator. The 


heart of the data separator is the VCO (Ul :U42), the 
error amplifier, filter and the Data Separator Support 
Logic Chip (WD1100-09). 

8.3.5 Sample on Phase Detection 

When an input signal is applied to the system, its 
phase relationship is detected within the Data Separ- 
ator Device. The function of this phase detector is to 
provide windows, during which the leading edge of 
the incoming MFM data can be compared to the 
leading edges of the VCO clock. The windows are 
approximately 50 nS in length. The windows are 
initiated by the leading edge of any data bit as it 
enters the detecter. They are terminated by that same 
data bit, edge delayed by 60 nS or the VCO output 
(OSC-). When both the delayed data bit (delayed by 
DL1:DL1) and the nearest VCO edge arrive at the 
detector, the detector is reset until the next data bit 
arrives on the M FM data stream . The delayed data bit 
sets its half of the detector latches to produce a pump 
up condition at the error amplifier. The VCO clock 
edge sets its half of the detector to produce a pump- 
down condition. When the circuit is balanced, both 
pumps are on or off, producing no net pump-up or 
pump-down. 

8.3.6 Error Amplifier 

Control of the VCO is accomplished by the error 
amplifier, filter, and Data Separator Chip. The error 
amplifier is a balanced current mirror, whose output 
sources or sinks current to the filter stage. Whenever 
the VCO is running too slow, the error amplifier 
receives pulses from data bits before pulses from the 
VCO clock. This causes the error amplifier to produce 
pump-up pulses to the filter. The filter integrates 
these pulses, producing an average increase in the 
voltage to the VCO. Whenever the VCO is running too 
fast, the error amplifier produces pump-down pulses 
to the filter. It must be noted, however, that some slight 
error will always be present because, without pumps, 
the filter will float and the VCO will drift. The overall 
gain of the error amplifier and the VCO will maintain 
this error very small, resulting in very close tracking 
between the VCO output phase and the incoming 
data phase. 

8.3.7 VCO 

The WD1001 uses a single chip VCO (Ul :U42), which 
simplifies circuitry and adjustments. The operating 
point of the VCO is initially set by adjusting the 
variable capacitor (C8:C28) for a 10 Mhz (when 
running on 5 Mhz drives) output center frequency 
and the frequency control voltage input to 2.5V -F/- 
0.5V. It should be noted here that the frequency 
range voltage and the frequency output are adjusted 
to the ‘locked’ center frequency with the same variable 
capacitor adjuster. 


8-4 



The output of the error amplifier and filter is fed to the 
VCO and represents how far the VCO frequency is 
from that of the incoming signal. The error signal, 
which is proportional to the difference, allows the 
VCO frequency to shift from center frequency and 
become the same frequency as the input signal. 
When the loop is in lock, the difference frequency 
component (error voltage) is DC and will be passed 
by the low pass filter. Thus, the lock range is limited by 
the range of the error voltage that can be generated. 
The lock range is essentially a DC parameter and is 
not effected by the band edge of the low pass filter. It 
can be defined as the frequency range, usually 
centered about the VCO initial free running frequency, 
over which the loop can track the input signal once 
lock has been acquired. 

Frequency control is actually a matter of frequency 
range. The difference component may fall outside 
the band edge of the low pass filter and be removed 
along with the the sum frequency component. If this 
is the case, no information is transmitted around the 
loop and the VCO remains at its initial free running 
frequency. As the input frequency approaches that of 
the VCO, the frequency of the difference component 
decreases and approaches the band edge of the low 
pass filter. Now, some of the difference component is 
passed, which tends to drive the VCO towards the 
frequency of the input signal. This, in turn, decreases 
the frequency of the difference component and 
allows more information to be transmitted through 
the low pass filter to the VCO. This is essentially a 
positive feed-back, which causes the VCO to snap 
into ‘lock’ with the input signal. With this in mind. The 
term ‘capture range’ can be defined as the frequency 
range centered about the VCO initial free running 
frequency over which the loop can acquire lock with 
the input signal. 

As previously stated, the VCO runs at a frequency 
twice that of the RCLK rate. By setting the center 
frequency equal to twice the data rate, the VCO will 
lock to the data and give an exact synchronized 
clock. 

8.3.8 Window Extension 

Once the VCO has been locked onto the phase of the 
incoming data, the actual separation of data and 
clocks can occur using a technique called window 
extension. This technique causes data bits to first 
have their leading edges shifted into the center of the 
RCLK half cycles and then to be latched or extended 
until the next rising edge of the RCLK. The delayed 
data clocks a pair of latches (U13;U37). The ‘data’ 
latch has its D input and CLEAR connected to 
-FRCLK and the ‘clock’ latch has its D input connected 
to RCLK-. 


If an MFM data bit enters the latches while RCLK-F is 
high, it will be extended as a data bit. If RCLK- is high, 
it will be extended as a clock bit. Due to the this 
extension technique, bits can jitter approximately Va 
the RCLK period without being lost. The output of 
each latch is then further extended by feeding 
directly into another stage of latches (LI14;LI32) and 
clocked on alternate edges of RCLK. The final 
outputs of the data extension/separation stage are 
two separate signals, one consisting solely of NRZ 
data, and the other NRZ clocks. NRZ data and 
clocks are finally in a form suitable for processing by 
subsequent circuitry within the WD1001. 

8.3.9 Clock Detection 

Due to the nature of MFM data encoding, it is 
impossible to know exactly if MFM bits are data or 
clocks. This ambiguity results in having to assume 
that bits on RCLK- are actually data bits until the VCO 
is locked on and a unique data/clock pattern is 
detected. This is accomplished by holding the VCO 
to RCLK divider (U12:U36) resetuntil it is fairly certain 
that bits on the data stream are actually clocks 
belonging to a field of zero data. 

Once this assessment has been made, the processor 
releases the AM detector (U20:U31) by raising the 
SEARCH signal. This signal releases a latch (U12:U36) 
which will remove DHOLD- from the RCLK divider on 
the next rising edge of a MFM data bit so that 
CLOCKS will be on the RCLK- phase and DATA will 
be on the RCLK-F phase. The processor makes its 
assessment of the state of the data stream solely on 
the occurrence of a significant run of high frequency 
as detected by the one-shot (U7:U39) in the DRUN 
circuit. Once released, the phase of RCLK versus 
data and clocks will remain stable throughout the 
read of an ID or data field. Whenever SEARCH is 
dropped, the VCO to RCLK divider is once again 
reset and no RCLKS are produced. 

8.4 Data Conversion and Checking 

MFM data which has been separated to form NRZ 
data and clocks are processed through specialized 
circuitry to prepare it for parallel processing by the 
8X305. This processing consists of 3 functional 
circuits. 

1) AM detection (U20:U31) 

2) ECC/CRC checking circuit (U18;U35) 

3) Serial to Parallel Conversion (LI25;U13) 

Each function will be discussed separately but bear 
in mind that many interdependencies exist. 
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8.4.1 AM Detection 

As previously stated, it is impossible to know whether 
serial data bits are actually data or clock bits by just 
looking at the data stream. Also, it is equally im- 
possible to determine byte boundaries of the data 
stream. This problem is solved by a uniquely recorded 
data/clock pattern called an Address Mark (AM). The 
AM consists of a data pattern of hexadecimal ‘At ’ 
with a missing clock pattern of hex ‘OA. Normally a 
data byte of hex ‘A1’ requires a clocking pattern of 
hex ‘OE’. 

The AM is used to uniquely identify the start of a field 
of information (Data or ID field) within each sector. 
Preceding each AM on the disk there is always a 
long run of 'zero’ data. Zeros have a clock bit for every 
RCLK. When attempting to read information from the 
disk, the WD1001 first acquires phase lock over a 
field of zeros. After this acquisition is achieved, the 
processor releases the AM detector (U20:U31) by 
raising the SEARCH control line (SRCH) on the MAC 
CNTRLport(U31 :U20). Due to the circuitry associated 
with theVCO to RCLKdivider,the R DAT- output of the 
data separator will be high and the CLKS- output will 
below. RCLK-will be the shifting clock for RDAT- and 
RCLK4- will be the shifting clock for CLKS- . These 4 
signals are routed into the AM detector. 

Inside the AM detector, the RDAT- is shifted into an 8- 
bit synchronous serial shift register and clocked on 
the falling edge of RCLK-. CLKS- are shifted into a 
similar shift register on the falling edge of RCLK-L. 
The output stage of the RDAT- register is dumped 
into an ‘AT comparator and the output stage of the 
CLKS- register is dumped into a ‘OA comparator. AM 
detection occurs when both detectors are true, 
setting the AMDET latch. At the instant AM occurs, 
the exact relationship between data and clocks is 
known. It is also known that data is being clocked by 
RCLK- so CLKS- can actually be discarded; its only 
purpose was in detecting AM. The AMDET- signal is 
used as a synchronization signal to start subsequent 
conversion circuitry. The AMDET- signal remains 
true until the processor again de-asserts the SEARCH 
control line. 

The AMDET- signal is processed by a D latch, 
located in the Support Logic device (WD11 00-07), to 
precisely time the leading edge of AMDET- to the 
rising edge of RCLK. This synchronization relaxes 
timing requirements on the data and clock inputs of 
the serial to parallel converter (U25;U1 3). Also, aone- 
bit delay is placed in the AMDET path within the 
Support Logic Device to compensate for correct 
timing with the ECC architecture. 


8.4.2 Error Detection and Correction 

Data recorded on magnetic media is prone to several 
types of errors which could render data unusable if 
some form of error detection were not employed. 

On the WD1001, error detection is performed on all 
data transfers from the disk. The I D fields use a 1 6 bit 
Cyclic Redundancy Check (CRC) and the data fields 
use either the same CRC or a special 32 bit Error 
Correction Code (ECC). The CRC and ECC fields are 
appended to the data field that they are to protect. 

The WD1001 uses the same device to generate and 
check CRCs and ECCs. Normally, the WD1001 uses 
CRCs in ID fields and ECCs in data fields. Also, as a 
software selectable option , the WD1 001 may be used 
in a CRC only mode by appending CRC check bytes 
to both I D and Data fields. Although either polynomial 
could be used for both fields, the use of the ECC 
polynomial is limited to data only. On-the-fly correc- 
tion of ID fields cannot be done and CRC provides 
adequate checking for the ID fields. The ECC and 
CRC polynomials used are as follows: 

ECC = 

CRC= X^HX^"+X^-L1 (Also known as CRC-CCITT) 

As data is being read from the disk, the CRC/ECC 
generator re-computes the original check bits. After 
all the data are read, the value in the CRC/ECC 
generator is exclusive ORed with the check bits 
recorded on the disk. The result is called the syn- 
drome. If the syndrome was zero, the data was 
correctly read. Otherwise, an error occurred. If the 
field was protected by a CRC, the data can often be 
recovered by a retry which the WD1001 performs 
automatically. If the field was protected by an ECC, 
the non-zero syndrome is used by the on board 
processor to compute the displacement and the 
error vector within the sector. This information is then 
used to correct the data if a single burst of no more 
than five bits in error occurred. 

The CRC/ECC generator is initialized by setting 
ECCIZ- low for at least 250 nS during the search for 
the AM. ECCIZ- is originated on the MAC CNTRL 
port (U31:U20). Upon receiving the ECCIZ- signal, 
the ECC generator will preset all 32 of its internal 
polynomial division shift registers to logic ones and 
armi an internal latch which will start the CRC/ECC 
generator on the leading edge of the first non -zero bit 
(hopefully an AM) to enter the device. 

Once enabled by the first non -zero data bit , the ECC 
device (U18:U35) will shift succeeding data bits into a 
feedback shift register string with exclusive OR gates 
tied to the feedback nodes of the registers. As each 
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RCLK occurs, the registers will divide the incoming 
data and a unique pattern of ones and zeros will 
appear across the registers. The ECCEN input line is 
set low, indicating thatthe internal circuitry is ready to 
begin the computation of the ECC/CRC check bytes. 

Sometime before the last byte of data and after the 
next to the last byte of data is transferred through the 
device, the DCSS line is set low. When the last bit of 
an ID or data field is processed, the pattern in the 
registers should be equivalent to the 16 or 32 check 
bits appended to the fields during original recording. 
The check bits on the disk are exclusive ORed with 
the check bits in the CRC/ECC device to produce the 
syndrome. 

Data is deserialized after being processed by the 
ECC/CRC device and Byte-Sync boundaries are 
marked by byte-sync pulses obtained from the Data 
Support logic device on the RBS input. The byte- 
sync pulses are internally AN Ded with the RWCP line 
to insure the smooth transition of check/syndrome 
bytes on the DOUT output line, after the last bit of data 
has been entered into the device. A one-bit time 
delay occurs on the DOUT line because an internal 
latch is used to deglitch the output line. 

8.4.3 Serial to Parallel Conversion 

After data has been processed by the ECC device, 
the Serial to Parallel Converter (U25:U1 3) takes over. 
N RZ data and RCLK are used to shift data bits into an 
8 -bit serial to parallel shift register. As each bit is 
shifted, a divide-by-8 counter circuit is incremented. 
After every eighth bit of data is shifted, the counter 
produces an overflow pulse, marking byte boundaries 
in the serial data stream. The overflow bit from the 
counter resets the counter, clocks the data from the 
shift register into an 8 -bit parallel latch, and sets a tri- 
state flag register called BDONE. The flag can be 
read by the processor to see if any converted data is 
ready to be read from the latches. 

When the processor sees BDONE in the true state, it 
services the device by gating data onto the 10 bus 
using read strobe 4 (RD4-) in conjunction with a tri- 
state buffer (U24 :U1 2). The act of reading the latches 
also clears the BDONE flag. As successive bytes are 
processed, BDONE is serviced by the processor as 
data becomes available. 

8.5 Serial Data Generation 

The WD1001 records data on the disk in MFM format 
In order to produce the proper data format, the 
WD1001 uses several specialized devices to process 
the parallel data supplied by the host into a serial 
MFM data stream. The data supplied by the host is 
temporarily stored in the buffer RAM until the correct 
sector is located for the data to be written. 


The process of writing is essentially the opposite of 
reading except that the data separator circuitry is not 
required and the generation of the MFM data stream 
is produced by synchronous clocking techniques. 

The functional sections of the serial data generation 
section are listed below; 

1) Parallel to Serial conversion (U17:U19) 

2) ECC/CRC generation (U18:U35) 

3) MFM and precompensation (U16:U23) 

8.5.1 Parallel to Serial Conversion 

Parallel data is converted into a serial NRZ data 
stream by the Parallel to Serial device (U17:U19). The 
processor enables this conversion by lowering the 
WRITE- signal on MAC CNTRL (U31 :U20). WRITE- 
causes the tri-state buffers present on the parallel to 
serial device to become active, supplying the ECC 
device with data, clocks, and BDONE strobes. 

The processor presents parallel data on the 10 bus 
along with the WR4- write strobe which latches the 
data into the parallel port on the trailing edge of the 
strobe. The write strobe also resets any pending 
BDONE. Inside the parallel to serial device, the 
parallel latches are loaded into a serial shift register 
on every eighth WCLK transition. As the data is 
transferred to the shift registers, the BDONE status 
flag is set. The processor reads this flag through 
U41 ;U5 to determine when to write the next parallel 
byte to the device. The timing of the parallel accesses 
is at a rate 1/8 that of the bit rate of the NRZ data 
stream. For ST506 compatible drives the byte timing 
is 1.6 uS and for SA1000 drives it is 1.84 uS. 

The output of the last register in the shift string is 
brought out of the device as NRZ serial data. 

Whenever it is desired to write a repetitive string of 
identical data bytes, the processor can simply ignore 
the BDONE flag and permit the device to reload the 
data from its latches over and over again for as long 
as required to generate the field. This feature of the 
device is used in writing certain fields used in 
formatting. 

8.5.2 CRC/ECC Generation 

The CRC/ECC generator/checker (U1 8; U35) is used 
to generate the CRC/ECC bits and to append them to 
the end of the data being written to the disk. The 
operation of the polynomial generator is identical to 
read operations except that at the end of the data 
field the processor sets a signal which causes the 
device to output the computed CRC/ECC after the 
data instead of producing the syndrome. 
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The initial states of the shift registers within the device 
are forced to all ones by the processor pulsing 
ECCIZ- for at least 250 nS while the parallel to serial 
device is outputting all zeros on the N RZ data line. At 
that time, a latch is set which holds the registers at 
ones until the first non -zero data bit enters the 
device. 

The first non-zero bit will be the MSB of the AM 
(hexadecimal A1 ) of the data field to be written. When 
the processor decides that enough zeros have been 
written to satisfy the sync field requirements, it will 
store a hex A1 in the parallel to serial device. At the 
proper time (in sync with BDONE) the parallel to 
serial device will begin to send the MSB of the AM to 
the CRC/ECC device. This will start the CRC or ECC 
polynomial generator and the ECC will be computed. 

To write the ECC/CRC check bits, the processor will 
assert the One Byte Look-Ahead (1 BLA-) signal on 
MAC CNTRL port (U31 :U20) just after the last data 
byte was sent to the parallel to serial converter. The 
internal switchover from data to check bits is syn- 
chronized to the next byte time by the WCP- signal. 
Once the switch takes place, the CRC/ECC generator 
will begin dumping the computed CRC or ECC onto 
the NRZ data stream. The net effect of this is to 
append the proper CRC or ECC information to the 
end of a field of data. 1 BLA- is maintained true for the 
duration of the unloading process which lasts for up 
to four byte times. 

During the unloading process, the ECC registers 
back-fill with zeros. This feature is handy because by 
leaving 1BLA- low for additional time, zeros will 
always be written after the CRC or ECC which is a 
requirement of the format of the disk. The NRZ data 
from the CRC/ECC device is sent to the MEM 
generator device. 

8.5.3 MFM Generation 

The conversion from NRZ write data to MFM write 
data takes place in the MFM/Precomp device. This 
device accepts NRZ data and a complementary 
WCLK and produces MFM data and clocks by 
sending the data through circuitry which decides 
when and where to write clocks on the data stream 
under the MFM encoding rules. The proper encoding 
of the data into MFM requires the device to apply 
three rules to the data. 

1) If the current data cell contains a data bit then 
no clock bit will be generated. 

2) If the previous data cell contained a data bit 
then no clock bit will be generated. 

3) If the previous data cell and the present data 
cell are vacant then produce a clock bit in the 
current clock cell. 


The terms ‘data cell’ and ‘clock cell’ are defined by 
the state of the WCLK. While WCLK is low it is a data 
cell and while high it is a clock cell. It can be seen 
then, that both clock and data cells are 1/2 the period 
of WCLK or 100 nS for ST506 compatible drives and 
115 nS for SA1000 drives. Also, note that by the rules 
stated above, a clock and data bit can never occur 
within the same WCLK period and legal spacings for 
bits can be 1, 1.5, or 2 times the WCLK period only. 
The rules are implemented within the device by shift 
registers that hold the next two, last and present data 
bits and combinatorial logic. The state of WCLK is 
considered and the appropriate bit cells are filled 
and combined on the MFMW output line of the 
device. 

8.5.3.1 Write Precompensation 

The MFM data stream is now totally compatible with 
the recording rules and may be sent to suitable line 
drivers for transmission to the drive except for one 
modification. Due to the decreasing radius on the 
physical surface of the disk, the inside tracks have 
less circumference and therefore exhibit a increase 
in recording flux density over the outside tracks. This 
increase in flux density aggravates a problem in 
magnetic recording known as ‘dynamic bit shift’. 

Dynamic bit shift comes about as the result of one bit 
on the disk (a flux reversal) influencing an adjacent 
bit. The effect is to shift the leading edge of both bits 
closer together or further apart than recorded. The 
net result is that enough jitter is added to the data 
recorded on the inside tracks to make them harder to 
recover without error. 

Write precompensation is used to reduce the effect 
of dynamic bit shift. It is a way of predicting which 
direction a particular bit will be shifted and inten- 
tionally writing that bit out of position in the opposite 
direction to the expected shift. This is done by 
examining the next two data bits, the last and the 
present bits to be written and producing three signals 
depending on what these bits are. The three signals 
are EARLY, LATE and NOMINAL. They are used in 
conjunction with a delay line to cause the leading 
edge of a data or clock bit to be written earlier, later, or 
on time. 

The processor can enable or disable the generation 
of these signals by controlling the Write Pre-Comp 
(WPC) line from the addressable latch (U27:U27). 
When WPC is high, precomp is in effect. When WPC 
is low, no precomp is generated and the nominal 
output of the device is held true. 

The delay line actually performs the precomp with 
the help of an AND/OR/INVERT gate (U23:U40). 
MFMW pulses are applied to the input of the delay 
line and depending on which of the three precomp 
signals is present the AND/OR/INVERT gate selects 
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a different tap on the delay line. Nominal data is 
actually tapped from the second tap, early data from 
the first and late data from the third. From the 
AND/OR/INVERT gate the MFMW data is sent to the 
input of an RS-422 driver (U15;U24) where it is 
converted to a differential form and then is sent to the 
drive. 

8.6 Host Interface 

All data transfers between the host and the WD1001 
take place over an eight bit bi-directional bus (J5) 
consisting of eight Data Access Lines(DAL0-7).The 
source or destination register inside the WD1001 is 
selected by the three address lines (AO-2). All ac- 
cesses to the WD1001 are controlled by Card Select 
(CS-), Read Enable (RE-) or Write Enable (WE-). 
Since the access time for any particular read or write 
operation will vary, the WD1001 provides a not ready 
signal (WAIT-). For systems using interrupts and/or 
DMA, the WD1 001 provides I NTerrupt ReQuest (I NTRQ) 
and Data ReQuest (DRQ). 

Accessing the WD1001 is essentially like accessing 
variable speed RAM. The host must provide a valid 
address in AO-2 along with a CS-. Immediately or 
after a short set up time, the host may assert RE- or 
WE-. If access time on the WD1001 will be over 100 
nS, then WAIT- will be asserted. The host must keep 
all address lines and strobes stable while WAIT- is 
true. When the WD1001 de-asserts WAIT-, the data 
has been accepted on a write or the data is on the 
DAL bus on a read. 

8.6.1 Wait Enable 

Since most of the registers in the WD1001 are not 
implemented in hardware, it takes the 8X305 a finite 
amount of time to actually fetch the requested data 
on a read or store data on a write. This time varies 
depending on the amount of processing the 8X305 
must do to access the desired register. After the data 
has been written or read, the WD1 001 de-asserts the 
WAIT- line, allowing the host to terminate the current 
bus cycle. 

The generation of the WAIT- signal is controlled by a 
bit in the MAC latch (U31 :U20) called WAit ENable 
(WAEN-). If the WD1001 is ready to accept random 
accesses to its task file, WAEN- will be asserted. On 
each bus access, the host must drop the Card 
Select (CS-) line on J5. The leading edge of CS- 
clocks the wait line (Support Logic Chip, U19:U28) 
transferring the WAEN - state through the chip. This 
clocking action is required to insure that WAIT- will 
not be asserted in the middle of any bus access 
already in progress. After the wait latch has been 
clocked, CS- causes WAIT- to be asserted to the 
host. 


The WAIT- line is released on the trailing edge of any 
read or write strobe to the communications latch 
(U45;LI1).This release is caused by the logical OR of 
RD6- and WR6- in U19:U28 which presets the wait 
latch to a non-wait request condition. The WAIT- 
signal is stretched to the trailing edge of the RD6- or 
WR6-. 

If WAEN - is de-asserted, the WD1001 generates no 
waits at all. In this case, the host will read the dummy 
status written to the communications latch by the 
8X305. This feature is used by the microcode to 
simulate a busy condition when the host reads the 
status register in non-interruptdriven systems. When 
the WD1001 becomes un-busy, the WAEN - line will 
be asserted and operations on the host interface bus 
will be monitored once again. 

8.6.2 Bus Gating 

During all accesses by the host, one of two signals 
will be produced to gate the bus. During read 
operations, CS- and RE-are ANDed, producing Bus 
Output Control (BOC-). This signal gates the contents 
of the communication latch (U45:U1) onto the DAL 
bus. During write operations, CS- and WE- produce 
Bus Input Control (BIC). This signal latches the state 
of the DAL lines into an internal R/S latch. 

8.6.3 Register Seiection 

The combination of a host read or write operation 
along with the WAEN - signal being asserted, causes 
a signal, Card Select ACcess (CSAC), to be generated. 
The 8X305 samples this signal at U41 every 250 nS, 
and if asserted, reads the status of AO -2 and WE- 
(U41;U5). The state of AO-2 and WE- determine 
which register is to be accessed (AO-2) and in what 
direction that access will take place. 

8.6.4 interrupts and DRQs 

The WD1001 produces I NTerrupt ReOuests (INTRO) 
to signal the end of all disk operations and Data 
ReOuests (DRQ) to signal data ready to DMA con- 
trollers. INTRO and DRQ originate on the MFM 
generator (LI16;LI23) as an auxiliary function of the 
chip. The WD1001 sets INTRO using INTCLK- and 
sets DRQ using DRQCLK-, both of which are pro- 
duced by LI33. Interrupts are cleared by HSAC-(Host 
Select Access) and AO, A1 when the host reads the 
Status register, issues a command, or accesses the 
Sector Number register. DRQs are cleared when the 
host accesses the Data or Cylinder Low registers. 
DRQs will be re-issued for each byte to be transferred. 
HSAC- iS a 200 nS version of the CSAC- signal, 
which is produced by the Data Separator Support 
Device (WD1 100-08). During Power-On Reset or 
Master Reset (MR-), INTRO and DRQ are reset. 
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SECTION 9 MAINTENANCE 


The WD1001 requires no scheduled preventative 
maintenance. There are three adjustments associated 
with the data separation circuitry that may need to be 
adjusted if a drive with a different data rate is installed. 

The WD1001 is available in two different PC board 
layouts. The larger size board is designated the 
WD1001-55 or -85 depending on the size of drives 
that it supports. The smaller board is designated the 
WD1001-05 and it controls 5-1/4" drives only. The 
component designations differ for the two products. 
The component designations wiii be printed 
together with the WD1001-55 and -85 first and 
the WD1001-05 second. A colon (;) will be used to 
separate the two designations. 

9.1 DRUN Adjustments 

To facilitate the process of acquiring phase lock on 
data being read from a disk, a hardware detector is 


utilized to indicate when the read/write head of the 
drive is over a recorded field of all ones or all zeros. 
The detector depends on the timing of a one-shot 
(U7:U39) which is adjustable by the DRUN pot 
(R32:R8). DRUN must be adjusted according to the 
following procedures: 

The DRUN adjustment is made with the WD1001 in 
an operating test configuration with a host, drive and 
power source. 

Monitor DRUN- (U7 pin 7;U39 pin 6) with a 10X 
oscilloscope probe while attempting to read a sector 
of data from the drive. The scope should be set to 
trigger on a high to low transition. While observing 
DRUN-, Adjust R32.R8. The period of the DRUN 
single shot should be adjusted to 1.25 times the 
period of RCLK. 

Disconnect all test equipment. 


Y1:Y2 Frequency DRUN Period Freq. Range Final Setting 

20.000 Mhz 250 nS 9.0-11.0 MHz 10.0 Mhz -I-/-1 KHz 

17.360 Mhz 280 nS 75-9.5 MHz 8.68 MHz -I-/-1 KHz 


9.2 Oscillator Frequency 

Data separation circuitry on the WD1001 uses a 
voltage controlled oscillator (VCO) which phase locks 
onto incoming data and provides a clock suitable for 
separating data and clock bits on an MFM encoded 
data stream. The VCO must be adjusted using the 
following procedures: 

Set Balance potentiometer R3:R23 to 100 Ohms-I-/- 
5 Ohms. This is a rough balance adjustment. 

Connect a frequency counter to the VCO buffered 
output on U1:U42 pin 10. 

Connect a Volt meter to the Center Frequency input of 
U1:U42 pin 1. 

Make all connections to the board, including the 
host and drive. Adjust the variable capacitor C8:C30 
until the frequency output locks onto the desired 
center frequency for the drive being used which is 
10.000 MHzforST506 or8.68 M Hz for SA1 000. Once 
this lock-on’ frequency is achieved, continue the 
same adjustment for an input voltage of 2 .5 -F/-0.5V. 


9.3 Balance Adjustment 

The balance adjustment fine tunes the relationship of 
delayed data (DLYDAT) to read clock (RCLK). 

Attach channel 1 of a dual trace oscilloscope to 
U13:U37, pin 2 (RCLK). Set scope for20 nS/div, with a 
positive slope. Attach the other channel to U13:U37, 
pin 3 (DLYDAT). 

While the controller is doing constant reads to a 
single sector, adjust the potentimeter R3:R23 so that 
the edge of DLYDAT is moving to the right with 
respect to RCLK. When the WD1001 starts encoun- 
tering errors , move the RCLK signal to the left until the 
WD1001 starts to function again. Note the exact 
position of DLYDAT on the screen in nanoseconds. 
We will cal! this the “right capture value’’. 
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RCLK 


RIGHT CAPTURE VALUE 



Continue moving DLYDAT to the left until the WD1001 
fails again. Move DLYDAT to the right until the 
controller functions again. This is the left capture 
value. 



The final adjustment for the WD1001 is determined 
using the following formula: 

(left capture value-right capture value) X 0.7 = 
Final adjustment value 

Adjust pot to final adjustment value. 



DLYDAT 



Re-adjust variable capacitor C8:C30 until a value of 
2.5 +/- 0.5 volts appears on the voltmeter. 

Remove all test equipment. 





APPENDIX A DISK DRIVER EXAMPLES 


Sometimes an example is worth a thousand words. Hopefully, these sample disk drivers will be 
the catalyst to get your first driver running. Note that even though these drivers are very 
simplistic, they represent everything needed to satisfy the WD1 001 ’s operating requirements. As 
you might notice, there is no retry software included in these examples. That is because the 
WD1001 does all needed retries. 

Two examples are presented. The first is a programmed I/O, programmed status driver using the 
eight bit Intel 8085 microprocessor. The second example is programmed I/O and interrupt 
driven and is written for the sixteen bit Western Digital WD16 microprocessor. 

A.1 Polled Status Driver 

•*★***********★****★**********★***■**********★***. 


WDIOOl Hard Disk Controiier Driver 

Example for 8085 Microprocessor 
with programmed I/O and polled status 


;This driver is intended to demonstrate one simple approach to writing a driver for the 
; WDIOOl. It assumes that the WDIOOl is interfaced using programmed I/O without 
: interrupts. 


:The specifications of the imaginary demonstration drive are: 


iSector size: 

; Sectors per Track: 

; Surfaces per drive: 
iCylinders per drive: 
: Stepping rate: 
STRATE = 2 


256 bytes 
33 

4 (two platters) 

512 

2 milliseconds 

; Define stepping rate for assembler 


: Since we’re allowing the WDIOOl to map around the bad blocks for us, we have to 
; sacrifice one sector per track. This brings down the logical sector per track count to 32. 


; Experienced systems programmers will note that we are not making our driver as flexible 
:as it should be. Since WDIOOl compatible drives will be introduced in the future and 
: present manufacturers will be increasing the density of their current drives, the driver that 
;you write should be built with plenty of equates and conditional assemblies. 

iOur imaginary operating system can access up to 65536 logical records of 256 bytes 
;each. It has three types of calls: Initialize, Read, and Write. Three numerical parameters are 
; passed in the following registers: 

: Drive number C 

; Logical record number DE 

: Transfer address HL 


;Upon completion of all commands, the carry bit of the 8085 will be reset if the operation 
Terminated properly, and set if there was an error. If there was an error during read or write, 
;the error handling routine will decode it and print it out on the user console. 
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■ ★************★■********■*■ 


EQUATES 


.*** pQrt Definition *** 

BASADD = 0C8 

Base address of WD1 001 

DATA 

= 

BASADD 

Data register 

ERROR 

= 

BASADD+1 

Error Register 

WPG 

= 

BASADD+1 

Write Precomp 

SECNT 

= 

BASADD+2 

Sector Gount 

SEGNO 

= 

BASADD+3 

Sector Number 

GYLLO 

= 

BASADD+4 

Gylinder Number 

GYLHI 

= 

BASADD+5 

Gylinder High 

SDH 

= 

BASADD+6 

Size/Head/Drive 

STATUS 

= 

BASADD+7 

Status register 

GOMND 

= 

BASADD+7 

Gommand register 

;*** Command Definition *** 



REST 

10 

; Restore command 

READ 

20 

;Read command (programmed I/O mode) 

WRITE = 

30 

jWrite command 


A.1.1 Initialization 

INITIALIZE 

^'k'k'k'k'k'k'k'k'k'kir'k'fcifirie'ir'kic'kic'k’k 


:This routine is called once whenever the system is powered up or reset. It sets the 
; stepping rate and restores the head on the selected drive. 


RESTOR: 

GALL 

UPTASK 

iSelect drive, don’t care about record 


MVI 

A,REST+<STRATE*2> 

;Get stepping rate and restore 


OUT 

GOMND 

;Output command to WD1001 

RSWAIT: 

IN 

STATUS 

;Wait ’till restore done 


ANA 

A 

;by updating sign flag in 8085 


JM 

RSWAIT 

;and wait ’till bit 7 (Busy) goes low 


RAR 


;Put error bit in carry 


RET 


: Return to operating system 


A.1.2 Read Sector 
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jTransfer sector from WD1001 to system memory 
;(Transfer address in HL) 


READLP: 


MVI 

B,0 

;lnit byte counter to 256 bytes 

IN 

DATA 

:Get a byte of data from WD1001 

MOV 

M,A 

;Move it to memory 

INX 

H 

; Increment memory pointer 

DCR 

B 

: Decrement byte counter and continue 

JNZ 

READLP 

;if we haven’t transferred 256 yet 

IN 

STATUS 

; Re-read status for errors 

JMP 

DONE 

;Now check the completion status 


A.1 .3 Write Sector 


★★★★★★★★★★★★★★★★★★ 


WRITE 

★★★★★★★★★★★★★★★★★★ 


;This is the write routine for the driver 
WRITIT: CALL UPTASK 

MVI A, WRITE 

OUT COMND 

;Transfer sector from system memory to WD1001 
;(Transfer address in HL) 


WRITLP: 


B,0 

A,M 

DATA 

H 

B 

WRITLP 


Update WD1001 task file 
Get WRITE command 
Output command to WD1001 


;lnit byte counter to 256 bytes 
:Get a byte of data from memory 
;Move it to WD1001 
; Increment memory pointer 
: Decrement byte counter and continue 
;if we haven’t transferred 256 yet 


iWait for WD1001 to write the sector 
WWAIT: IN STATUS 

ANA A 

JM WWAIT 

•******************. 

DONE 


;Check Busy bit 

;by updating sign flag in 8085 

;and wait ’till bit 7 goes low 


;Both READ and WRITE commands finish here to check for errors 
DONE; RAR ;Rotate Error bit to carry 

RNC ;and return to OS if 

:no error 

IN ERROR ;Get WD1 001 error code 


:«< Place error reporting routine here »> 


:Set carry to flag an error 
;and return to OS with error 
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A.1 .4 Task File Updating 


•*******★★★*★****************★**■ 

UPT ASK SUBROUTINE ; 

• *★★★•***********★★★**★**★★*****★ ■ 


;This subroutine sets up the task file registers 


iSector number 

UPTASK: MOV 

A,E 

;Get lower 8 bits of record number 

AN I 

31. 

;Mask off lower 5 bits (bits 0-4) 

OUT 

SEGNO 

;and send to sector number register 

jSize/Drive/Head 

MOV 

A,E 

;Get lower 8 bits again 

RLC 


;Rotate remaining 3 bits 

RLC 


;to get an effective right shift of 5 

RLC 


;Mask off next two bits (5-6) 

AN I 

3. 

;to make head number 

MOV 

B,A 

;and store it away momentarily 

MOV 

A,C 

;Get drive number 

ADD 

A 

;and left shift it by 3 

ADD 

A 

ADD 

A 


ORA 

B 

;OR in head number and 

ORI 

80 

;OR in ECO flag and size field 

OUT 

SDH 

;send It to Size/ Drive/ Head register 

jCylinder low 

MOV 

A,E 

;Get last bit of lower record number 

RAL 


;and put it in carry 

MOV 

A,D 

;Get upper half of record number 

RAL 


;Left shift it and merge in carry 

OUT 

CYLLO 

;Send it to lower cylinder register 

;Cylinder high 

MVI 

A,0 

;Clear all bits except for the 

RAL 


;the least significant and send 

OUT 

CYLHI 

;to the upper cylinder register 

RET 

END 
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A.2 Interrupt Driven Driver 

; WD1 001 Hard Disk Controiier Driver 

Example for the Western Digital 
; WD16 Microprocessor 

: using interrupts and programmed I/O 

•★********************************************** 


jThis example driver demonstrates the type of driver that one would use in a multitasking 
; environment. Like the 8085 driver, it uses programmed I/O for data transfers. Unlike the last 
; driver, this one supports interrupts. 

;This new driver uses the same drive used in the 8085 example. 

;Like the last driver, this one can access up to 65536 logical records of 256 bytes each. It 
jstill has three types of calls: Initialize, Read, and Write. Three numerical parameters are 
•.passed in the following registers: 


Drive number 

R1 

Logical record number 

R2 

Transfer address 

R3 


;Upon completion of all commands, the carry bit of the WD1 6 will be reset if the operation 
jterminated properly and set if there was an error. If there was an error during read or write, 
;the error handling routine will decode and print it out on the user console. 


' ★★★★★★★★★★★★★★★★★★★★★★★ • 


EQUATES 


• 'k’k'k'k'k'k’k'k'k'k'kif'k'k'k'k'k'k'k'k'kicif 
j t 


:*** Port Definition *** 


BASADD = 

0FFD8 

;Base address of WD1 001 

DATA 

BASADD 

;Data register 

ERROR = 

BASADD+1 

; Error Register 

WPG 

BASADD+1 

;Write Precomp 

SECNT = 

BASADD+2 

; Sector Count 

SEGNO = 

BASADD+3 

jSector Number 

CYLLO = 

BASADD+4 

;Cylinder Number 

CYLHI = 

BASADD+5 

;Cylinder High 

SDH 

BASADD+6 

;Size/Head/Drive 

STATUS = 

BASADD+7 

;Status register 

COMND = 

BASADD+7 

;Command register 

;*** Command Definition *** 


REST 

10 

; Restore command 

READ 

20 

;Read command (programmed I/O mode) 

WRITE = 

30 

;Write command 


;*** Drive stepping rate *** 

STRATE = 2 ; Drive stepping rate 


A-5 



A.2.1 Initialization 




INITIALiZE 


I i 


;This routine is called once whenever the system is powered up or reset, it sets the 
; stepping rate and restores the head on the selected drive. 


RESTOR: CALL UPTASK jSelect drive, don’t care about record 

; Since we’re interfacing to a multitasking computer, we want to put the calling job to sleep 
jwhile we do the restore. The SLEEP instruction in this listing is actually a monitor call to the 
; operating system which does the dirty work. Once the WD1001 is done with the restore, it 
;will interrupt the CPU and the interrupt service routine will wake the job. Putting the job to 
; sleep will allow other tasks to use the CPU while the restore is in progress. 


LOCK 

MOV #REST+<STRATE*2>,@#COMND 

SLEEP lOWAIT 
MOVE @#STATUS,R0 
RORB RO 
RTN 

A.2.2 Read Sector 
READ 

) I 

;This is the read routine for our imaginary operating system. 

READIT: CALL UPTASK ;Update WD1 001 task file 

LOCK ; Disable interrupts ’til we go to sleep 

MOVB #READ,@#COMND ;lssue READ command to WD1 001 

;Wait for WD1 001 to read in a sector 

SLEEP lOWAIT jWhile waiting, go into I/O wait state 

;When we wake up, transfer sector from WD1 001 to system memory 
;(Transfer address in R3, WD1001 data register address in R4) 

MOV #256.,R0 :lnit byte counter to 256 bytes 

;The following instruction, MABB (Move Address to Block of Bytes), does a block move by 
•.reading the data pointed to by R4 (WD1001 data register) and puts them in a block of 
: memory pointed to by R3. RO bytes are moved. 

MABB R4,R3 ; Move data from WD1 001 to memory 

BR DONE ;Now check the completion status 


; Disable interrupts until sleep 
;Get stepping rate and restore 
;and output command to WD1 001 
;Put job in an I/O wait state 
;Get status register 
;Put error bit in carry 
; Return to operating system 
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A.2.3 Write Sector 
WRITE 

.**********★*******. 


:This is the write routine for our imaginary driver 

WRITIT: CALL UPTASK ;Update WD1 001 task file 

MOVB #WRITE,@#COMND ;lssue WRITE command to WD1 001 

;Transfer sector from system memory to WD1 001 
;(Transfer address in R3, WD1001 data register address in R4) 

MOV #256.-1 .,R0 ;lnit byte counter to 256-1 bytes 

;The following instruction, MBBA (Move Block of Bytes to Address) is the converse of the 
;MABB instruction, above. This time the block of memory pointed to by R3 will be moved 
;to the WD1001 data register (pointed to by R4). RO bytes will be moved. 


MBBA R3,R4 
LOCK 

MOVB @R3,@R4 

;Wait for WD1 001 to write the sector 
SLEEP lOWAIT 


★★★★★★★★★★★★★★★★★★ 

DONE 

****************** 


;Move most of the data 
; Disable ints. ’till last byte xferred 
;Write last byte of data to WD1 001 


;Wait in I/O wait state 


;Both READ and WRITE commands finish here to check for errors 


DONE; MOVB @#STATUS,R0 
RORB RO 
BCC DONEOK 
MOVB @#ERROR,R0 


Get status byte from WD1 001 
Rotate Error bit to carry 
and return to OS if no error 
Get WD1 001 error code 


:«< Place error reporting routine here »> 

;Set carry to flag an error 
;and return to OS with error 


LCC CARRY 
DONEOK: RTN 
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A.2.4 Task File Updating 

• **★★****■*★★★★*★•**★************★ 

; UPT ASK SUBROUTINE 


:This subroutine sets up the task file registers 


jSector number 
UPTASK: MOV 

AND 
MOV 
MOVB 


R2,R0 

#31.,R0 

#SECNO,R4 

R0,(R4)+ 


;Get record number 
;Mask off lower 5 bits (bits 0-4) 

;lndex WD1 001 sector number register 
;and send to sector number register 
;and increment R4 to point to WD1001 
jCylinder Low register 


;Size/Drive/Head 

;{The following instruction does a riqht arithmetic shift 5 times) 

SSRA R2,5 ;Discard SEGNO bits from record number 

MOV R2,R0 ;Get remaining record number bits 

AND #3.,R0 ;Mask off bits 5-6 to make head number 

;{The following instruction does a left arithmetic shift 3 times) 

SSLA R1 ,3 ;Shift drive number into position 

OR R1 ,R0 ;OR drive number and head together 

OR #80, RO ;OR ECO flag and sector size field 

MOVB R0,@#SDH ;send it to Size/ Drive/ Head register 


;Cylinder Low 

SSRA R2,2 
MOVB R2,(R4)-L 


jDiscard HEAD bits from record number 
;Send Cylinder Low to WD1 001 and 
;increment R4 to point to Cylinder High 


;Cylinder High 

;(The following instruction SWAps the upper and lower Byte of a word) 


SWAB 

R2 

;Get upper byte of cylinder 

AND 

#1,R2 

;Mask to least significant bit 

MOVB 

R2,(R4) 

;and send it to WD1 001 

MOV 

#DATA,R4 

; Index WD1 001 Data Reg for R/W ops 

RTN 



A.2.5 Interrupt Service routine 

jlNTERRUPT SERVICE ROUTINE ; 

•*****★★***★****★******★*★*★*★*•**★******• 


;This routine gets called whenever the WD1 001 interrupts. All it does is read the status 
; register of the WD1 001 to clear INTRO and revives the original calling job. 


INTSER: PUSH RO ;Save this register 

MOVB @#STATUS,R0 ;Acknowledge the interrupt to WD1 001 

WAKEUP lOWAIT ;Wake up job (from I/O wait state) 

POP RO 

RTT ; Return from trap 

END 
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APPENDIX B INTERLEAVE CALCULATING 


This BASIC program simplifies the process of generating interleave tables. It is written in a fairly 
standard subset of the BASIC language and should run on many BASIC interpreters and 
compilers. Some implementations of BASIC may require the variable names to be converted to 
single letter names and the IF THEN ELSE constructs may have to be re-written. 

The two questions at the beginning of the program should be answered in decimal. The 
interleave table is printed in hexadecimal. 

B.1 BASIC Interleave Calculating Program 

1 0 PRINT “WD1 001 Interleave calculating program” 

20 PRINT 

30 INPUT “Number of sectors? ”;COUNT 
40 INPUT “Interleave Factor? ";INTER 
50 DIM HEX$(16),SECT0R(C0UNT) 

60 FOR INDEX=1 TO 16 
70 READ HEX$(INDEX) 

80 NEXT 

90 FOR INDEX=1 TO COUNT 
100 SECTOR(INDEX)=-1 
110 NEXT 
115 RES=0 

120 FOR INDEX=0 TO COUNT-1 

130 IF RES>=COUNTTHEN RES=RES-COUNT 

140 IF SECTOR(RES-l-1)=-1 THEN SECTOR(RES-l-1)=INDEX ELSE RES=RES-h1: 
GOTO 130 

150 RES=INTER-hRES 
160 NEXT 
170 PRINT 

1 80 PRINT “Interleave table with”;COUNT;“sectors and”; 

INTER; “;1 interleave” 

190 FOR INDEX==1 TO COUNT 
200 X=INT(SECTOR(INDEX)/16) 

210 PRINT HEX$(X+1);HEX$(SECTOR{INDEX)-X*16-l-1), 

220 NEXT 
230 PRINT 

240 DATA 0,1 ,2.3,4,5,6,7,8,9 AB.C.D.E.F 
250 END 
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APPENDIX C CALCULATING SECTORS PER TRACK 

WD1001 compatible disk drives are constantly changing. Higher bit packing densities and 
higher accuracy spindle motors help to increase the amount of data that can be put on a track. 
This appendix will help you to determine the maximum number of sectors that can be recorded 
on your disk drive. 

The unformatted byte capacity can be figured from this formula: 

Capacity=Bits per second / Revolutions per second x {1 -Error) / 8 

We’ll take a hypothetical drive (the same one as in the disk driver examples) with a data rate of 
5M bits per second and revolution rate of 3600 RPM.Ourdrive has a spindle speed accuracy of 
3%. These numbers applied to our formula yield: 

10, 104=5, 000, 000/60x{1 -0.03)/8 

To be on the safe side, we will always round down when we come up with a fractional value. The 
unformatted capacity of this drive is 10,104 bytes. To figure the number of sectors per some 
number of bytes apply this formula: 

Sectors=Capacity / (Data field size4-Gap3+Check bytes+Other overhead) 

Using 512 byte sectors with a Gap3 size of 30 bytes, running ECC we end up with: 

1 7= 1 0 ,1 04/(51 2-1-30+4-1-41 ) 

The BASIC program on the next page can be used to automate the sector per track calculations 
presented here. 

C.1 BASIC Sectors per Track Utility 

1 0 PRINT “WD1 OOX Sectors per Track Calaulating utility” 

20 PRINT 

30 INPUT'Data rate of drive in bits per second: ”;DATARATE 
40 INPUT* Revolutions per minute: ”;RPM 
50 IN PUT* Rotational speed error on percent ”;RERROR 
60 CAPACITY=INT(DATARATE/RPM*60*(1-RERROR/1 00)/8) 

70 PR I NT* Unformatted capacity” is CAPACITY**bytes.” 

80 PRINT 

90 INPUT**Data field size in bytes (128, 256, etc.): ”;SIZE 
100 IN PUT* Formatted with CRC or ECC: ”;ECCMODE$ 

1 1 0 ECCMODE$=LEFT$(UCS(ECCMODE$),1 ) 

120 IF ECCMODE$<>**E” AND ECCMODE$<>**C” THEN 100 

130 IF ECCMODE$=*‘E”THEN CHECKBYTES=4 ELSE CHECKBYTES=2 

140 IF SIZE>256 THEN GAP3=30 ELSE GAP3=15 

150 SECTORS=INT(CAPACITY/(SIZE+GAP3+CHECKBYTES+41)) 

160 PRINT ‘*Formatted capacity is”;SECTORS*SIZE;**bytes per track using”; 

1 70 PRINT SECTORS:**sectors per track.” 

180 END 
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APPENDIX D PROGRAMMER’S QUICK REFERENCE 

D.1 Task File 




1 XXX Deselected Deselected 

0 0 0 0 Data Register Data Register 

0 0 0 1 Error Register Write Precomp 

0 0 10 Sector Count Sector Count 

0 0 11 Sector Number Sector Number 

0 10 0 Cylinder Low Cylinder Low 

0 10 1 Cylinder High Cylinder High 

0 110 Size/ Drive/ Head Size/Drive/Head 

0 111 Status Register Command Register 


D.2 Valid Commands 


TYPE 

COMMAND 

7 

6 

5 

Bits 

4 3 

2 

1 

0 

1 

Restore 

0 

0 

0 

1 


h 

n 

ro 

1 

Seek 

0 

1 

1 

1 

h 

h 

n 

To 

II 

Read Sector 

0 

0 

1 

0 

D 

M 

L 

0 

III 

Write Sector 

0 

0 

1 

1 

0 

M 

L 

0 

III 

Format Track 

0 

1 

0 

1 

0 

0 

0 

0 


L=Long Read/Write D=DMA Read Interrupt 
M= Multiple Sector r^=Stepping Rate 
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D.3 SDH Register Format 


Bit 

7 

6 5 

4 3 

Function 

E 

Sec 

Size 

Drive 

Select 


/ / 






2 1 0 

Head 

Select 


E=ECC Mode 


7 


f\ 


\ 


\ 


\ 


\ 


\ 


\ 



y' 


Bit 

Bit 

Sector Size 

6 

5 


0 

0 

256 Bytes 

0 

1 

512 Bytes 

1 

1 

128 Bytes 


/ 


/ 


/ 

/ 

/ 

/ 

/ 

/ 


/ ' 

/ ' 
' 

/ 

/ 

/ 

/ 

/ 

Bit 

Bit 

Drive Selected 


Bit 

Bit 

Bit 

Head Selected 

4 

3 



2 

1 

0 


0 

0 

Drive Sel 1 


0 

0 

0 

Head 0 

0 

1 

Drive Sel 2 


0 

0 

1 

Head 1 

1 

0 

Drive Sel 3 


0 

1 

0 

Head 2 

1 

1 

Drive Sel 4 


0 

1 

1 

Head 3 





1 

0 

0 

Head 4 





1 

0 

1 

Head 5 





1 

1 

0 

Head 6 





1 

1 

1 

Head 7 


D.4 Status and Error Register Bits 


Bit 

Status Register 

Error Register 

7 

Busy 

Bad Block Detect 

6 

Ready 

Uncorrectable 

5 

Write Fault 

CRC Error - ID Field 

4 

Seek Complete 

ID Not Found 

3 

Data Request 

- 

2 

Corrected 

Aborted Command 

1 

- 

TROOO Error 

0 

Error 

DAM not found 
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MN 6 MQN iC 


DES>C ftlPHON 


AMDET 
AZ- A0 
fflT. 

&:3C 

CLK^ 

cs 


DAia _ 

DIRECtlON IN 

DHOLD 

DLYDAT 

DRQ 

DRQCL K 

DR^EL 

DRS.I-DRS4 

DRUM 

MIFRU 


RSXC. 

CSAC 
Hsa-H^2 
1 A0- I A9 
IDB- IDIS 
INDEX 


INTRa 

lOfl-107 

1V60-IVB1 

MCLK 

MfMW 

MR 

O^C 

RA0 ' RA9 
RCLK 

Res. 

RDAT 

RD4'RDfi> ,RDZ.RO0 


SEEK COMPLETE 
E.RCH 

STEP PULSE 

TlMCLK 

TRAC K 00 0 

WAEN 

WAIT 

WCLK 

WE 

WG I 

WRITE FAULT 
WR0 -WRT 
ISLA 
2XDR 


UND EX 

RBS 

WRIT? 


ADDRESS MARK DETECT 

TASK file address SELECT , BITS 0-2 

BUS INPUT CONTROL 

BUS OUTPUT CONTROL 

CLOCK DATA 

ERROR CHECK/CORRECTION WORD INETlALliE 

CARD SELECT 

DATA ACCESS LINES 

DIRECTION CONTROL 

DATA HOLD 

DELATED DATA 

DATA REQUEST 

DATA REQUEST CLOCK 

DRI'^E SELECT 

DRIVE SELECT, BITS 1-4 

DATA RUN 

HIGH FREQUENCY 

MOST ACCESS CONTROL 

CARO SELECT ACCESS CONTROL 

HEAD SELECT , BITS 0-2 

INSTRUCTION ADDRESS LINES , Bl TS 0-9 

INSTRUCTION DATA , BITS 0-IS 

INDEX PULSE FROM DRIVE 

INTERRUPT CLOCK 

INTERRUPT REQUEST 

I/O LINES, 0-T 

INTERRUPT VECTOR BUS , 6ITS0-T 
MASTER CLOCK 

MODIFIED rREQUENCV MODULATION WRITE STREAM 

MASTER RESET 

OSCILLATOR OUTPUT 

RAM ADDRESS , BITS 0*9 

READ CLOCK 

RAM CHIP SELECT 

READ DATA 

READ CONTROL LINES 

READ ENABLE 

READY STATUS FROM DRIVE 

RESET SIGNAL 

READ GATE 

RAM OVERFLOW 

REDUCE WRITE CURRENT 

SEEK COMPLETE STATUS FROM DRIVE 

SEARCH 

STEP PULSE TO DRIVE 
TIME CLOCK SIGNAL FOR SAI000 
TRACK 0 00 STATUS FROM DRIVE 
WAIT ENABLE. 

MEMORY NOT READY SIGNAL 
WRITE CLOCK 
WRITE ENABLE 
WRITE GATE INTERNAL ^ 

WRITE FAULT STATUS FROM DRIVE 
WRITE CONTROL LINES 
I- BYTE LOOK AHEAD 
2 X DATA REFERENCE CLOCK 
INTERNAL INDEX SYNC SIGNAL 
READ BYTE SYNC 

DMA SYSTEMS DRIVE STATUS SIGNAL 


14 SI 12 31 



notes; UNLESS OTHERWISE SPECIFIED 
[£> RESISTOR VALUES ARE IN OHMS, 
t 5%,*/4 W. 

CO VI >20000 MHE FOR ST50G DRIVE 
VI>11SU0 MH2 rOR SAI0a0 DRIVE 
a> El THRU EBfORSI*4l. FOR DMA SVSTEMS 

DRIVE INTERFACE ONLY. CUT FOUR TRACE JUMPERS. 
a> E9 THRU Ell (TIMCLKK FOR DMA SYSTEMS 
DRIVE INTERFACE ONLY. CUT JUMPER TRACE 
BETWEEN E9 AND EI0. PLACE JUMPER FROM 
ElO TO Ell. 

GO JT TOBEUSCDFQR STSOG DRIVE 
J5 TO BE USED FDR SAIOOO DRIVE 
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MFMXIBZSI 
EARLY CbAai 
LATE (B40I 
NOM ( 0401 


■ DR& I BIS) 

■ INTRO (BIB) 


ICi4IEARLY : 
(A2W TI2 
(Ci4)NQM 
lAi4) PUPS 
tA2W T24 : 
ICi4ILATE 




<A22) WRITE PROTECT 


i 4TIN1CLK /- SPNOLON 
16 -TIMCIK 
li t MFM WRITE OATA 
14 - MFM WRITE OATA 


WRITE PROTECT 



PUP2 4DIS,CI5,Dia,aiJ,BIBl 
PUPS (B26,C2B,CZ»,02S,021.BSai 
PUP 4 


NOILS UNLESS OIMERWISE SPECIFIED 


DRAWN 

SY J IC I2 

CHCCK 

R,L.S. 

DCSIGN 

C W.F 

ENCR 

OPER 

, 1 1 ’ 


DISK interface 
W/ECC 

CMA NO I iCV 

TiT (;a•fla^Q^4a-2ffl bs 

D liHcn S Of 5 




SERIAL DATA INTERFACE 











INSTALL I.ZK RESISTOR ON TOP Or 
crystal (V2) AS SHOWN I SOLDER 
IN PLACE. 


DETAIL ^ 



JUMPER LIST 

FROM 

TO 

SIDE 

Ul-G 

UT- IS 

c.s. 

U2Z-1? 

FE^DTHRU 
ASOVE. C2S 

c.s. 

U ZU-\ 

U21-IS 

c.s. 





ETCH CUT list 
NQ.| LOCATION ~ 
I I U2C PIN > ~ 


m 

JL_ 


COMPONENT PLACEMENT 






9.875 

2 PI 




1 * “ t- 

FIRST i 
CONTACTJ I 


.55 RtF — 






COMPCNEN 


8. 3'IK, GREEN OMP' NENT SIDE USING WHITE INK, 

A gonnkgtor area to be elect roly tically plated 

VmTH .-C WIGRCiNCHES gold over 500 MICRGINCHE NIilKFi. , 

6. SOLDER PLATE ALL EXPOSED v.OPPER WITH SN60. 

5. -alD ■. f7A£K both sides over BARE COPPER. 

A HOLE-. T'" HE L'';CA’'ED WITHIN, OIC TRUE POSITION. 

3. FRONT TO BACK REGISTRATION TO BE WITHIN .005 IN, 

2. HCLET TO BE PLATED THRU TO A MIN. THICKNESS OF .00! IN . 

I. material; FL-GFN 062C-I/I-AIA 

notes: 

ii 

4 





A 


.38 1,020 

.i 


-*! 1*- .036 1.004 

DET AIL B 

SCALE : NT'NF 
ROTATED 9G'CCW 


^ component SIDE 


SECTION A-A 


SOLDER SIDE 


HOLE LEGEND 

LYMBOL Qf ^‘jToMMENTG 

□ j.O.TOT.CClj 30 5 £ 

C i.OAvT.O'iZ] 1199 ^ 


1 . 1251.003 


4 INO plating 


REV. change: only 


CHANGE TOOLING HOLE5 TO .\25 1 I tj. Y iioibb 


iBBiEsaEiiiaas 


BOIEgiTrJ UEEB 


TOLEBANCES t SIGNATURE 

(/ll*MOTEDi DLW 


REV^ level CRA/zAf I . 5 I S y I/0-4.-I 


NEW DESIGN RELEASE 


PRE-PRODUCTION 


DESCRIPTION 


2 *IL_ WeSTWfffy OtOiTAL 

>"*»"* DLW 4.-13-S2 coftPo rat, O N 


PQB fabrication 55/85 

nn.s pNoiNEiif c L 4 nmil WD-lOOl DISK INTERFACE 



SHT I OF I 










8 


7 


6 


5 


amdet 

A2- Aa 

ent 

6o^ 

Cl KS 

cs 

OAia - oal 7_ 
niRECllON IN 
dmolq 
dlyoat 



DRQCL A 

drsel 

DRSI-DRS4 
DRUN 
Ml FRQ 

Rssc; 

CSAC 
hS0'H’:»2 
1 Aa- lAa 
IDB- IDIS 
iNrTEx 
inTcIk 

INTRa 

loa-io? 

T^0-ivbi 

MClK 

MFMW 

5?. 

O'-^C 

RA0 ' RA9 
PCLK 

ROAT 

^D4-RC)(d ,RDa,RO0 
RE 

READY 

HESCi 

RGATE 

mjf 

RWt 

SEEK COMPLETE 
SRCH 

STEP PULSE 


ADDRESS MARK DETECT 

task ULt ADORE j'. SELECT, blTS 63-2 

BUS INPUT CONTROL 

Bus OUTPUT CONTROL 

CLOCK DATA 

ERROR CmECK/C{OKRECTION WORD INETlALliE 

CARD SELECT 

DATA ACCESS LINES 

DIRECTION CONTROL 

DATA HOLD 

delated DATA 

DATA REQUEST 

DATA REQUEST CLOCK 

DRI'JE SELECT 

DRIVE select, airs ha 

data run 

HIGH FREQUENCY 

HOST ACCESS CONTROL 

CARD SELECT ACCESS CONTROL 

HEAD SELECT , BITS 0- 2 

INSTRUCTION ADDRESS L INES , B 1 TS *3 - 9 

instruction data, Bits a-is 

INDEH PULSE FROM DRIVE 
INTERRUPT CLOCK 
INTERRUPT REQUEST 
I/O LINES , 0-1 

INTERRUPT VECTOR BUS . BITS 0-1 
MASTER CLOCK 

MODIMED FREOueNCY MODULATION 'MRITE STREAM 

MASTER RESET 

DSC l LLATOR OUTPUT 

RAM ADDRESS , BITS 0-9 

READ CLOCK 

RAM CHIP select 

READ DATA 

READ CONTROL LINES 

READ enable 

READY STATUS FROM DRIVE 

RESET SIGNAL 

READ GATE 

RAM OVERFLOW 

REDUCE WRITE CURRENT 

SEEK complete STATUS FROM DRIVE 

SEARCH 

STEP pulse to drive 



TRACK 0 00 STATUS FROM DRIVE 

WAIT ENABLE 

MEMORY NOT READY SIGNAL 

WRITE CLOCK 

WRITE ENABLE 

WRITE GATE INTERNAL 

WRITE FAULT STATUS FROM DRIVE 

WRITE CONTROL LINES 

I- BYTE LOOK AHEAD 

2 K DATA REFERENCE CLOCK 

INTERNAL INDEX SYNC SIGNAL 

READ BYTE SYNC 

DMA SYSTEMS DRIVE STATUS SIGNAL 
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1. _ 
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i 1 
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1 , 
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LO NO 

DATf 

H 

ICMKOI 





ITT?. 




□ 



□ 

1 — J 



MICROCONTROLLER 






A 0 j 7 

lb 

M ((} 1 


(Clft'l C^hC>~- 
ICl^^ PLA\j >— 

RQ^ >— 

CT.ieizai 

""ioji^oVS i 


i:iZ 44 

D] 

Ctz Cfl 




BlC(BZO» ‘ 

bOC( B2»ai 

riociic MtiK 
!■ uoa rVa 

— uDi r« 

m 

UDi vn 

rR 

— UDi 


-fTlS 

bi0i 

. MCL 

Mbtli 

25 

100 

22 

lOI ' 

|2I 

IQ2^ 

20 

IQi' 

19 

IQ4' 

^16 

ids' 

n 

10(i'' 

IC> 

lOT^ 


■ — =-|uDl _ 

I WC Si- Mt 

u 29 

lAiai -1 

(B i<ii RD 6 > 


-INDEX 20 - 
19 ■ 

-TKACKeae 10 - 

9 • 

-D£EK CUMPLETE 8 - 
7 - 

- 9 /RlU FAULT 12 ■ 
1 1 ■ 

- READF 2 2 - 
2l ■ 

It - SEL low Ko - 

71 -n.c X 


RPl 

220/ JiO 


IBI6U INDEX : 

(BEDirmni : 

(6211 DHDH ; 


: WRITE PROTECT (Aill 


LAa ■ 

lAlll (LAI • 


IAI2I LAE : 

(aiii MCLK : 


( toi 

n 

^ lOZ 

14 

' 103 

13 

104 

6 

' 105 

7 

' 10(2 

4 

' lOT 

4 


IAI4I REsEI 
IQT I 



00 

Dt 

D2 

05 

Ql 

05 

02 

04 

05 


OC. 


D7 


U22 

L6274 

lOS 

Q(« 



MR 


'*1 




CL 

Qb 



M 


A2 

ai 

U2T 

L8259 

(OS 


CL2 


cn 

i 

04 


•■DRbI ( 8601 
>DRS2IBi0l 
>DR9TIBi0l 
> DRS4 (6601 


- Dftbl ( AI6I 
-5RS2 (MSI 
■ DB6S (A181 
-DRJi (Ami 


WPC (C151 
FLAb (D2il 


icai) BIC 

IC2i) S5t 


1610) RtM. > 
(Aiei W^ 3 
(AI4) RESt ) 

WLsaa ( BzziiWB Ra 

nSH_ 

(M0) W?if\ > 
lAZDWCLH? 
iDW amSOs 
(OZl) RClK :> 


DATA !)EP^RATQR 
SUPPORT LOGIC CHtP 


CAIfi 

C5AC 

(3 

TINCLK 

AMOiTt 

wcURl 

STi 

WCiRi LINUli 

r!^ I 

INDEX 

5ACEN 

inaoR 

WCLK 

XkADET 

wmT 

RCLK 

MOOE 

U2 6 

1 WDIIOO-01| 


UI7 

(C35) 

-N.C. 

♦ KW 5 Cn (BS 6 » 

TOS I B ^9) 

-«► HNO£X tB2n 


PUPI ^ 

IBM) LS0® 

1C S4) DRO. : 


C» C4, CS' cn, CI9 C2i, 4 


I WDII00-09 I 


6?21 

U34 

DRSI 



D^ 

01184 


: ORSi (0I&) 

: orTz (OiB) 
: DR^ (DIB) 
: DRS4 (Oi&) 


14 - HEAD MLECT fO 

16 -MEAD SElEC r I 

n 

4 - HEAD SELECT Z 

6 

Z<0 -DRIVE SELECT I 

2 5 

26 -DRWE SELECT 2 
2 T 

10 DRIVE SELECT 6 
29 

52 DRIVE SELECT 4 


C« -y^RlTE GATE 
S 

2 ~ RWC 

24 -STEP PULSE 
24 

44 -DIREC TION IN 


29 WAIT 
60 

n DRU 
46 

5S INTRO 


NOILS UNLESS OTMlHwiiL SPtCiFiEU 


DAAWN 

SY 445Si 

wframm^ oimiTAk 

CHiCK 



DCSICN 



CNCN 


I^SUC DATC sue 

O^CN 


SC<I( none D 


DISK INTERfACE 
W/ ECC 

CMVG NO. 1 


BUS INTERFACE/DRIVE CONTROL 





<;s 

I CHCl LO NO I OAtYI IvlcHi 


ERMOR \f lER 



- T T 


KILTER 

TPI^ 


-► RCLK I D4id) 
RCLK (bl9,C4ld) 



Q S RLL>Vi 

* r. ^ RCTK 


.td0k8[ 

CM I Rlii 


Jd U42 

"Id.... 


<Naau i J 


HNG 

wS — 

GWQ £2 QGND 

1^ Vll (6 Cfl 


5 LI (BZl) 




•Ut olydm 

t62U 


>MFM HEAD |lB 
DRIVE 4 



-rv\FM READ I& 
DRIVE B 


-MFM READ Ifi 
DRII/E 2 


n 

n i — -L. 


-MFM READ IS 
DRIVE I 



DATA SEPARATOR 
SUPPORT LOaiL 


u 

(0191 ORi4>- 

(&M1 pupa >— 

lEI 

II 1 


10191 0«ii>— 

2 1 

1 

^ 


- 91 



IDI9) DRti2.>- 

1 

101 

ilJ 


(DI91 OR^IV- 
( DMIPUP2 >- 

C.I 

4 1 

r-T 


lain RMTE. 
*SV 


ICiil MEMW : 

(bill WRiTE : 

IDZbl 0^ i 


_ DMR 

wDiiaa-09 

Ui* 

14 

— rgate 

up 

— WDAT ON 
WRITE SfiuN 

-ic 55t mTFRq 


-UP IDi2l 

- DN rCEEl 

■ DRUN I&2II 

- HIFRa IbEII 


C24 &2»»S 


A UE9 a ■ 

b oasaz 


DATA 

REF 

OOUT DIN 

l» fs 


<Rn 

C2fcZ2R< 


Vet 

IN DL-I QUT5 ■ 
(;0N^ 


DLVDAT (C2«.C2ai 


i- 1 ♦— 

S >Ria iCE? 

l2A|000 MHZ I 


^ % 

D Q ► WCIK IDSU.BI^^ 

. U4I 

LS74_ - 

> Q :>5i^ wTlR IC55I 


>724 (B^B) 
• TIZ (B^9) 

*70 


3 * ?IdR-« 

r* IC5S) 


WRITE CLOCK 


DRAWN M442 

CHiCN 


NOItS UNLESS OIHERWISE SPECiftED 


HUE 

WD- 1001-0^ 

DISK INTERFACE 
W/ECC 

owe NO I REM 

C»0'0 3H0I4I -20 A4- 



c/)n?-^l>-nn m v ~ n ^ m -n tt ^ 


DATA SEPARATOR 
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(Dili RCLK 
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(Olui RDAT 
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Doa 

z 

f 00 1 

4 

^ D0 2 

n_ 
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c» 
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a 

' DOS 

IS 

^006 

15 

^ 001 
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\ 
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V 4" 
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\ 
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c-c 

1 106. . 

\ 
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L V 


(At0l WRA 
(A2T) WCLK >- 



SER/PAR 

fiO4(E>l0l 


ILI»I CfC/ECC 
(Ci 4 ) prm 
(A2U IBTa 

(bIBI ^ 
(Dii) WK 
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BCLR 

DO0 

CLK 

DOI 

D02 


DO^ 
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UlS 

wDiiaa- 
a\ DO 0 


DOT 

BOONE 

5T 

OOUT 

EN 






Ifi 

(A 21 > WtLK. > 

4 ^ 


(bill 


(Cl9l WPC ^ 
(AZB) fxUR ; 


MFM'M ( &i 5 ) 
EARLY 

LATE (B40I 
NOM ( &40I 


lBl®lDRaCLK>- 


IAI4) RESET 



N.C. 

WRTTt (6»i) 


(A2U T0 
H_i4)EARLY 
(A'iUl Tt 2 
(CS41NQM 
( BMl PUP2 
(AiUi TZ4 
(CSiiLATE 




OUTD- 

OUTDt 
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OUTC- 

OUTC* 

INB 

INC 
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OUTB- 

OUTB* 

26L55I 

U43 

QUTA* 

ouu> 


£N 




(A22) WRITE PROTECT 









PUPUDlS.bl&i 
PUP2 (BSOl 
PUPi ( CZft, B29) 

PUP4- lDi1,D2a,C29) 

PUPS (BIS, DI*,C15, DlS) 


MFM WRITE DATA* 
MEM WRITE DATA> 


WRITE PROTECT 


NOItS UNLESS OTHtRWJSE SPEClflEO 


DNAWN 

1Y i lU IZ 

Mr#«r#4riV0 oimiTMi 

CHiCK 


DiSICN 



INUN 


IS&Ui DATE 

sue 



qsbsscqhb 

D 


TITLE 

WO i&10l'0S 
DISK INTERFACE 
W/ ECC 


0«VC NO 

(^O '0 2 iL 2 r 4 t- 2 a 


!»HCtT s 0^ 5 


40 


34 


3G 


35 


SERIAL DATA INTERFACE 













CHG 

■ 1 

DATE 

BY 

CHI^ 


^e 

3 j 1 

MIH 

ST 



A1 

41^ 

^■11 

ST. 




411 

la-tK 

S.Y 



A5 

425 

ioig-n 

SY. 



A4 

448 

I2ISM 

S.Y, 




JUMPER LIST 

NO. 

FROM 

TO 

SIDE 

1 

U2I-11 

U22-IG) 

C.S. 

2 

U2I-I5 

U22- IS 

c.s. 

i 

uia- II 

un- 5 

C.S. 

4 

U2S-) 

U2‘)-I2 

C.S. 


ETCH CUT LIST 

NO. 

LOCATION 

SIDE' 

1 

U22 

PINI2 

5.S 

2. 

U2t 

PIN 15 

ss. 

S 

U II 

PIN 5 

s.s. 

4 

U2S 

PIN 1 

s.s. 


o 
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■o 

o 

z 

m 

z 

H 
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O 
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S 
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INSTALL I.2K RESISTOR ON TOP OF Yl 
SHOWN i SOLDER IN PLACE 


DETAIL & 


g 

SIDE VIEW 

FORM LEAD 
INTO SAME 


m 

BOTTOM VIEW 

AS SHOWN < SOLDER 
LOCATION 


T3 

Q) 

(Q 

CD 


DETAIL A 


m 

Ca) 


I. ALL RESISTOR VALUES ARE IN OHMS UNLESS OTHERWISE SPECIFIED. 
NOTES: UNLESS OTHERWISE SPECIFIED. 




QTY 1 PART NUMBER 1 DESCRIPTION |lTEM 

NEXT ASSY 

USED ON 

LIST OF MATERIAL 

APPLICATION 

DRAWN 

T-cti^r 

mgartmiu^ oioirML 

TITLE 

PCB ASSY. 
WDlOOl -Q5 

UNLESS OTHERWISE 
SPECIFIED 

CHECK 


TOLERANCES 
DECIMALS HOLES 

XX ± .020 + .004 

XXX ± .010 — .001 

ANGLES ± 0 “ 30 " 

DO NOT SCALE DWG 

DESIGN 

C,WP. 


DWG NO. 

60-051041-30 

REX 

/\4 

ENGR 

«.L 

SA<0F0«D 

ISSUE DATE -7 .JJ-?} 

SIZE 

c 

OPER 


SCALE 1 / / 

SHEET 1 OF 1 






mammmiM 

DIDaBEBrii^ 

EBIDEmBI^:^ 

mumismmifi 


^.1^0 REF 


r. • 

^ ^^ ..... 


I mk :• : 

Cl „.#A . ... 

6 . ••• 


-.11 TYP 


>•• "A 

... iA ■•••**•• 


FINISHED HOLE 5|?ES 


SYMBOL 

DIA. 

TOLERANCE 

GTY 

PLATIW6 

.0^ DIA 

.QZ& 

±.003 

232 


"3Ti7ej? 

UNMAKKeO 

.040 

±.005 

1155 

A 

A 

.060 

± .005 

6 

Z 

6 

.IOC) 

±.005 

Z 

OPTioO 

C 

.157 

t .005 

2 

OPTION 

D 

.IZS 

± .003 

4- 

NONE 


1P?00 REF 

s.oo 


1 . WW\TtL L.EN6END ON ODMPONENT SIDE. 

&. FINISW WITH SNCiO SOLDE.K 

S. SOUDE-R MASK OVER tARE OOFRER BOTH S\OE<. 
A. HOLES LOCATED AT TERMINAL AREA CENTERS 
\A/\THIN -OIO D»A OF TRUE POSIT\ON 
2L FRONT TO BACK RE6\STRAT\ON WITHVN .OOS 
PLATE HOLES THROUGH .00\ MIN WALE 
\. MAT'l; FL-GFN OfcEC-l/l-AIA 
NOTES; UNLESS OTHERWISE SPECIFIED. 



QTY PART NUMBER 


NEXT ASSY) USED ON 
APPUCATION 

UNLESS OTHERWISE 
SPECIFIED 
TOLERANCES 
DECIMALS HOLES 

J0( ± .OeO + .004 

J(XX ± .010 — All 

ANGLES ± 0* 30' 


DRAWN 


CHECK 


DESIGN 

C.vJF, 

ENGR 

(l.L. 

SANFodO 

OPER 



DESCRIPTION 

LIST OF MATERIAL 


TITLE 

WD -lOOl -0*5 
'Disk i/f nith 

ecc 

ONWNa 

60 -031041- 'o 

REK 

AA- 

[sheet 1 1 





LIMITED WARRANTY 

For a period of ninety (90) days from the date of shipment of a WD1001 (hereafter called product) to Buyer, 
Western Digital Corporation (WDC) warrants that it shall be free from defects in material and workmanship. 
WDC’s sole liability and Buyer’s sole and exclusive remedy for a breach of warranty is limited to WDC’s repair 
or replacement (at WDC’s sole option and expense), of the product or part thereof which is returned to 
WDC’s plant or designated repair depot. Buyer shall notify WDC of the defective product within the warranty 
period. Freight expenses for products returned by Buyer will be prepaid by Buyer. WDC shall pay for 
shipment back to Buyer. If WDC’s inspection discloses that the returned product or part is not defective 
within the terms of this warranty, WDC’s standard maintenance/repair charges shall be applicable, in 
addition to all shipping expenses. 

WDC reserves the right to make changes in products without any obligation to incorporate those changes in 
any products previously delivered to Buyer. 

The above warranties do not extend and shall not apply to products which have been repaired or modified by 
other than WDC or its designated repair depot unless prior WDC written approval has been granted: or to 
products subjected to unusual physical or electrical stress, or improper installation. 

The foregoing warranties and remedies are exclusive and expressly in lieu of all other warranties expressed 
or implied either in fact or by operation of law, statutory or otherwise including warranties of merchantability 
or fitness for use. WDC neither assumes nor authorizes any other person to assume for it any other liability in 
connection with the sale, installation or use of its products supplied by it hereunder. WDC shall have no 
liability for special, incidental, consequential or punitive damages of any kind from any cause arising out of 
the sale, installation, maintenance or use of its products. 


If you have a technical problem, call the phone number closest to you and ask for the Field 

Application engineer; 

Southeastern U.S.; (214) 422-5391 
Midwestern U.S.: (312) 655-8781 
Western U.S.: (408) 866-1738 
Europe; 01-542-1035 

Or, call the Controller Hotline; (714) 966-7827 





yi/EST£frni DiCITAL 

CORPORA ^ / ^7 ,-V' 


2445 McCabe Way 
Irvine, California 92714 
(714)557-3550 TWX 910-595-1 139 


CS-HB/831? 7/3-83 



